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This improved high-seat valve has any 
escutcheon adjustment that you will ever need 


Hi-Seat is renewable Regular escutcheon ad- 
—can be easily justs from 2% to 34 
taken outandanother inches and is held on 
put in its place. by a binder nut. 4nd— 





be improved high seat is part of all 
SPEAKMAN Built-in Showers and Fixtures. 


_ ne | 


Some of its features besides the full adjust- 
ment of the escutcheon are: 


Special long escutcheon 


Enlarged waterway 
Swivel disc—encased washer 
Renewable Hi-Seat 


~ Heavy China handle—proof against chipping, 
eo cracking and crazing 
Regular Speakman escutcheon 


which adjusts tcom 2% Finished wall line is marked on body of the valve 


to 3/2 inches 

Install SPEAKMAN Showers and Fixtures and 
you install this improved Hi-Seat valve— 
and your customer can tell his friends 
that the installation never gave him a bit 
of trouble since the day it was put in. 


Special shallow 
escutcheon 


SPEAKMAN -COMPANY 


WILMINCTON. DELAWARE 


in case of error in roughing-in 
on part of the carpenter or 
tile man, escutcheons having a 
complete adjustment of 2-3/16 | 


inches can be readily furnished. 


Sr. and FIXTURES 


bath, lavatory and 
sink fixtures can 
be furnished in 
nickel or 
SPEAKMAN 
CHROMIUM 
PLATE A 


“te ) 
Urgrias ¥™ 





May 14, 1927 DOMESTIC ENGINEERING 


pi NN nH 





Vy 
S 


\) 


“UW 


wy 
YAWS 


\\) yy, 


S) 


. 
UNG ne 


} 


% ~~ 
% amin 
» 








“Curtosity is looking over other peoples’ 
. ° 99 
affairs and overlooking our own. 


—H. L. Wayland 


Here is an affair of yours. It concerns 
your business so don’t overlook it. 


If you would stop to consider for a 
moment the tremendous profit possibil- 


ities there are in VQGEL Frost Proof 
Hydrants and Closets for you, you’d 


write at once for full information re- 
garding this line. 


‘' Jos. A. Vogel Co. ©) 
Wilmington, Del. St. Louis, Mo. oy, 


L HRUMLAUILEY ULL 


Mention Domestic ENGINEERING when writing advertisers. 
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A COMPLETE LINE 
A Heater for Every Job 


From the smallest to the largest job there is an EverHot Heater of the proper 





BABY GRAND 
15 Gallons 





JUNIOR 
20 Gallons 








SENIOR 
30 Gallons 





COMMANDER 
50 Gallons 


size and capacity. 


BABY GRAND —1350 square inches 
heating surface — 45-foot burner. 
Ample capacity for the small home or 
cottage. 


JUNIOR—1850 square inches heating 
surface — 60-foot burner. Serves the 
average home of one bath with or 
without shower and regular kitchen 
and laundry equipment. 


SENIOR—2700 square inches heating 
surface—120-foot burner. Will supply 
the hot water requirements of the 
large home with two bath rooms, 
shower, extra lavatory, kitchen and 
laundry equipment, or a small two- 
family flat. 


COMMANDER— 3200 square inches 
heating surface — 120-foot burner. 
Built for the large home with three or 
four bath rooms, stall showers and 


regular kitchen and laundry equip- 
ment; also adapted for garages, restau- 
rants and other commercial installa- 
tions where a large amount of hot water 
must be instantly available. Will 
handle a high grade two-family flat or 
a small four-family flat. 


THE AUTOMATIC STORAGE SYS- 
TEMS of 70 and 95 gallons capacity, 
2700 square inches heating surface 
and 120-foot burner, are designed for 
the larger homes and commercial jobs 
where the single unit EverHot would 
not be large enough. 


THE CIRCULATING HEATER— 
2700 square inches heating surface— 
120-foot burner. This heater is equipped 
with 11'%4-inch flanged openings and 
can be connected either singly or in 
battery to large additional storage 
tanks. Each heater will handle 200 
gallons additional storage. 


To know and to sell the complete line of EverHot Heaters means, for the plumber, 


a greater field—a larger volume of business— 


and the good-will that comes from 


user satisfaction and enthusiasm. Send for prices and complete information. 


rvertlot Heater Company 





STORAGE SYSTEM 
70 Gallons and 95 Gallons 





Detroit, Michigan 





CIRCULATING 
HEATER 
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MILVAC) 


“MILWAUKEE 


Davis Hotel, Chicago 


Milvaco Heating Speciaities Are Chosen 


In hundreds of big building projects, typified by the Davis Hotel, Chicago, 
illustrated above, “Milvaco” heating equipment is specified and installed. 
The fact that owners, architects, engineers and contractors, in increasing 
numbers, in their quest for heating equipment of superior merit choose 
“Milvaco” heating specialties is significant of the quality and perfect per- 
formance of these products and the service rendered by the Milwaukee 


Valve Company. 


For over a quarter of a century, manufacturers of standard valve and 
heating specialties. 
Above is pictured the Davis Hotel, Chicago, in which “Milvaco” specialties 


were installed. Architects, Rissman & Hirschfeld. Heating Contractor, 
Adelman Heating Co. Jobber, Weil McLain Co. 


MILWAUKEE VALVE C 


MILWAUKEE 
¢ WISCONSIN 
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STANDARD VALVES: 


Packed Type Radiator Valves 
Gate Valves 

Globe Valves Angle Valves 
Check Valves 


HEATING SPECIALTIES: 
Milvaco Traps 
Dole Milvaco Packless Valves 
—all types 
Air Vents Air Eliminators 
Blast Traps 
Direct Return Traps 





Literature covering any of our 
products cheerfully sent 
on request 
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Chosen 


for the 36-story 
Book ‘Tower 


To his sorrow, nearly every manu- 
facturer realizes that his own home 
market is frequently the most diffi- 
cult to conquer. The thought is sol- 
emnly phrased: “A prophet is not 
without honor, save in his own 
country.” 

There is special significance, there- 
fore, in the choice of United States 
Radiators for the magnificent Book 
Tower in Detroit. 


In great cities the country over, 
where all factors and qualities are 


measured by careful engineers, 
United States Radiators are being 
installed in ever increasing numbers. 





Uirren Staves Rapiaror (Orporarion- Detrorr, Mic Gan 
6 Factorigs AND 32 ASSEMBLING PLANTS SERVE THE COUNTRY 
For 37 years, builders of dependable heating equipment 


Capitol Boilers fae 


AND RADIATORS 





ARCHITECT: 
Louis Kamper, Detroit 


HEATING CONTRACTOR: 
John Degnan Co., Inc. 
Chicago 
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ical 
vs horizontal 


W hat it means 
to your profits 


HE Goulds Autowater 
System is made with 


a vertical pump, and 
therein is the reason for 
greater dealer profits. If 
you haven’t already re- 
ceived a copy, it will pay 
you to send for the 
new Goulds 
folder entitled 
‘*“Which Is on 
the Job?” It 
will tell you 








having these Disadvantages 


Double acting piston pump—inside packed with small leather crimps, which 
dry up, become hard and shrink away from cylinder wall. Repacking is a fussy 
job that requires an experienced man, with special tools. 


Gland packing rings—too small to stand up under long service. Must be 


changed when piston rings are changed. 


Oil packing—soon wears and allows water to enter crankcase, causing oil dilution. 
Also has to be replaced when piston crimps are changed. 


Crosshead—No means of taking up for wear. When worn, becomes noisy unless 


worn parts are replaced. 


Goulds Modern Vertical Pump 


with these Advantages 


Single acting plunger pump—outside packed. Easy to repack. 


why your customers pre- 


fer the vertical type of 
pump as found in Goulds 
Autowater Systems and 
explain why the vertical 
pump means more 
profits for you. In the 


meantime, study the 
comparisons to the left: 


GOULDS PUMPS 


INCORPORATED 


SENECA FALLS, N. Y. 


_ Send for Catalog 15, showing 
complete line of electric and 
engine driven Autowater Sys- 
tems. 


¢ 
o 
e 
¢ 
7 


e 


Pad Goulds Pumps, Inc. 
Seneca Fails, N. Y. 
Please send me your 
Catalog 15, and a copy 
of the new Goulds folder 
“Which Is on the Job?”’ 


Vertical plunger—removes lubricating troubles. No chance for oil dilution. 2 
Easy to repack, without special tools or skilled labor. 7 


Gland packing—Large graphite impregnated ring packings, remain soft and 
wear for years. No oil packing. 


Large Gland—adjusted by two nuts. Ample distance to take up for wear. Deep r 
packing distributes wear over large surface. 7 


AUTDWATER #f 
SYSTEMS 


Mention Domestic ENGINEERING when writing advertisers. 
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Sta-on 


DISTINCTIVE BATHROOM FIXTURES 

















Hangs firmly | , 3 _ - ; Easily hung 
rigid, can’t , ee % and easily 
fall off | 2% METAL HANGER removed 


(ae 


BRASS SCREW 
AND CAP 














Combining principles of construction, distin- 
guished beauty of designs, with a character of 
quality, entirely new among portable type fixtures. 

















Simplicity 
Stan Permanence — Portability 


An adaptation of the wall 


ea ng Interchan geable 


hanging heavy plumbing 

fixtures. Simply fasten 

hanger to walt—hang fix- The hanger being metal—no excess “play” is needed for 
ture, level, insert bottom 

screw and cap. expansion or swelling—hence danger of china breakage from 
a on this cause is eliminated—and perfection of fit betweef china 


this procedure. and hanger assures 


Can be hung as quickly and . ae : 
as easily as any fixture and Firm rigidity and freedom from rocking, looseness 


. ‘ M My BY . . bb 9 
when in place will hang or liability of being accidentally “knocked” off. 
firmly rigid, permanently 
or it can be takendownwith 
equal ease. 





Only one size hanger used—fits all pieces, and it is everlast- 
ing and not affected by moisture. 


~ Ask Your Jobber ~ 


W. R. HUGHES CORPORATION, Trenton, 


Please send Sta-on literature. 





W.R. HUGHES CORPORATION 


TRENTON, N. J. 
Makers of Wit: the Pioneer 
Line of All Tiles in China Accessories 
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175,000 Square Feet 
of Boiler Capacity 


One of the largest low pressure steam heat- 
ing plants, if not the largest, in the country. 





The Baltimore warehouse of Montgomery Ward & 
Co. is heated by seven Pacific Boilers, with a total 
rating of 1'75,000 square feet cast iron radiation. 


The original installation of four Pacific Boilers was 
provided for the first unit of the building, erected 
in 1925. In 1926 three more boilers were added, 
to heat the new wing. Six of the seven boilers are 
fired from the rear with straight-shot oil burners. 
The seventh is used for burning waste paper, 


crates, and other refuse. 


This remarkable installation is another striking ex- 
ample of Pacific leadership in the heating field. This 
leadership now extends to every type of building 
and to every variety of climate. It is founded on 














Installation of 7 Pacific Boilers, 


' 1 17 Baltimore Warehouse, Mont- 
high efficiency and proved dependability under gomery Ward & Sodesaars 
all operating conditions. Engr. of Construction, W. H. 

McCauley;HeatingContractors, 


: 1 ) ; Id- Distler & Company, Inc.; Wing 
Write for catalog, stating type of build Addn nt tent toe 
ings in which you are especially interested. 







Lower illustration: rear view, 
showing oil-burning equipment. 
Pactric Sree Borers Corp. oF Itx., Waukegan, Ill. 


Paciric Steet Borers Corp., Bristol, Pa. 


Sales Offices in 50 Principal Cities 


STEEL HEATING BOILERS 
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“~The Rajah’s Private Bath 


One in a series of adver- 

tisements outlining the 

early development of 

plumbing ideas. A com- 

plete folio of this History 

of plumbing will be sent 
on request 





WE MAKE 

Plumrite Brass Pipe 
Traps¢Tank Bends 
BasintBath Supplies 
Tank Supplies¢Straight Wastes 
Patented Sink Plu¢s 
PO.Plugs ¢ Flanges 
Flat Sink Strainers 
Sink Connections 
Connec'’d Wastesoflow 
Flush Valves and Fittings 





fA ELT LN RE AEN TRIOS EH 


N the holy city of Agra, India, at about the time Christopher Columbus was trying 
to convince folks that the world was round, a wonderfully beautiful palace, said to 
be the finest example of pure Hindu architecture in the world, was occupied by the 

great Emperor Jehanger. 


His private bath here shown was a cistern of light colored porphyry, 5 feet high and 
8 feet in diameter. Here the patient water buffalo daily brought the supply of water, 
by means of which the bath was filled, and returned with the empty bags. Standing 


near were the jars to empty the bowl when the bath was completed. 


Adjoining the Hall of Private Audience in the Palace were sumptuous baths with 
floors and basins of inlaid marble. Artificially heated in winter and pleasantly cool in 
summer, these rooms were used not only for actual bathing, but they afforded a convenient 
place for interviews and the transaction of court business. 


In all ages and climes, the rich saw to it that there were supplies of pure water for 
drinking and bathing. But the poor did not fare so well. It remained for the latter 
nineteenth and twentieth centuries to bring to a// classes of mankind, as primary neces- 
sities, the facilities for sanitation and cleanliness, which in earlier eras had been rare 
luxuries available only to the very wealthy. 

Today in every progressive community in America a clean, pure water supply is pro- 
vided and safeguarded by scientific water works engineering, combined with modern 
plumbing practices. Bridgeport Brass products have done much to bring about the modern 
democracy of sanitation, giving to the most humble dwelling luxuries far beyond those 
of the romantic palace of the Middle Ages. 


idgeport 

ass Company 

BRIDGEPORT - CONNECTICUT 
PHILADELPHIA + CHICAGO CLEVELAND #_ DETROIT 


ee 





NEW YORK 


nepal tae er 8 inl ta Aiea 8 80 (68 Poe OAD Re ODE RSH 


Member Copper and Brass Research Association and Trade Extension Bureau 





UNIONS 


Built with the 
Strength of a 


Big Gun Carriage 


A deafening roar, a belch 
of fire, a tremendous jerk 
and the big gun settles 
back upon its carriage for 


re-loading. 


To stand the great strain 
of constant firing, the big 
gun carriage must be 
as strong as men and 
steel can make it. 


EXCEL Unions are built 
to withstand years of 
heavy duty—~years of the 
toughest kind of service 


—and they’re doing it. 


No EXCEL Union has 
ever been known to fail 
and you can put it on 
“big gun” service any 
time and know that it will . 
stand it with ease. 


PROVIDENCE FITTINGS COMPANY . 


7 WATER STREET 


BOSTON, MASS. 


NEW YORK OFFICE: 210 E, 45th STREET 
Listed as standard by the Underwriters’ Laboratories 
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Meet Me Face to Face 


At the Exposition of the Na— 
tional Association of Master 
Plumbers at Minneapolis June 20 
to 24. I haven't much of a 
face, but I'll say this for it: 
I have a nice, kind, honest 
face, anyway. But then so has 
a cow. 


And I not only want to meet you, but I want to meet the 
/ wife. Honest to goodness, when I see some of you birds 
I can't see what your wife was thinking of. So bring her 
Nye Vise Stands over to our exhibit and introduce us, if you dare to 
with Pipe Bender take the chance. 


Equi i i ° e . P ° 
Pauipped with or without Nye I am going to take Mrs. Nye with me this time. That is, 


i i ified. Bend j j j 
be used with open side vise or I am not exactly going to take her, but she is going 


bench vise. along. Anyway, she told me the other day she was, so I 
With Legs and No. 10 Self- guess she is. 
Locking Vise, ‘ 
wet each ; ; You see, I have been away so much to so many conventions 
“eee the last few years that she says she is going to see if 
there really are any associations and whether they ever 
do hold any conventions. My wife doesn't always seem to 
believe everything I tell her. I know I wouldn't. 


I am going to have some booths at the exposition. Don't 
misunderstand me. I said "booths." I don't lisp, so 
don't get me wrong. I said "booths" because we are 
going to have two of them. We couldn't do justice to 
the Nye line with less. If we can't open anything else, 
we are going to open your eyes. 


NYE No. 51—Chain Vise So we are going to have some other exhibits besides me. 


Capacity %to2%inches . “ : i 
PR pre on ge ngnee lO By the way, Bill Lang, your national chairman, says for 


gy UR ee us exhibitors to dress up every night, and so I am going 
to bring my other suit. So fetch the wife around if you 
dare, because——well, you never saw a better—looking 
: : : 
Net Price - $4.67 waiter than me when I'm fixed up. 


a een Come to Minneapolis June 20 to 24 and meet me face to 
face. But don't BRING YOUR SIX-SHOOTER. I don't get 
scared, but I do get nervous. I know a lot of you 
fellows are sore at me because I didn't get you to using 
Nye tools sooner, but let's be reasonable. Everything's 
fine with you now. 


So long, see you at Minneapolis! 


NYE RATCHET REAMER 


A high class three-blade ; 
The blades which are Gels i. 


bedded in body to prevent mis- 
alignment, are made of the high- 
est grade alloy steel obtainable. 
an om 16 to 3 in. pipe, a 
which makes this tool take th ~, 
place of any two coamieus on the nee eA aa — 


market. 
Net Price \ 
OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 


Nye Bit Brace Reamer 7 gor 


Reams from ¥% to 14 inches incl 
4,inches inclusive 

This reamer is made with a tapered shank Nye Barnes Pipe Cutters 
which will fit any standard bit brace. Drop No. 1 $ 2.25 net 
fo 4 Pees ttaccnawokeeedeekecuas ; 

ed from the highest grade alloy tool steel Jo. : 3.00 
e tempered in oil. A very handy little tool a . -00 net 
ee a wider range than any other similar 5.00 net 

ade No. 1 Nye Receding Pipe Threader. RR ere ere ee 10.00 net 

List Price - = - $1.17 Complete $9.60 net Me ve nakece sc caneeeeees 15.00 net 


ABSOLUTELY GUARANTEED West of Rocky Mountains 
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AERO Radiator Ratings 


TYPE SQUARE FEET HEATING SURFACE PER SECTION 
IN 


(6 O) 6 GAS bee) 








at) 16'2 1372 


36 x0 26 
HEIGHT HEIGH1 HEIGHI HEIGHI HEIGHT HEIGHT 


3 Column 


4 Column 


5 Column 


7 Column 














The ratings published above are taken from unbiased, authoritative tests 


made by Cornell University at Ithaca, N.Y. They are absolutely guar- 


anteed — each Aero Radiator section will give off the heat indicated. 


Among all the so called new (Aero) type radiators now on the market 
the original Aero Radiator is still paramount. With its slender, deli- 


cate, graceful, pleasing proportions and general beauty of design the 
Aero has become The Radiator Vogue. 


Nationa Raoiator Company 
JOHNSTOWN, PA. 
PLANTS: Johnstown, Pa., New Castle, Pa., Trenton, N. J. 
BRANCH OFFICES: New York, Philadelphia, Baltimore, Washington, Richmond, Pittsburgh, Cincinnati. 
Cleveland, Chicago 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


HE THIRD MERCHANDISING SECTION, 
which is an exclusive monthly feature of “Your 
Weekly,” is being published this week, and deals 

with several unusual sales ideas. That this section is 
being well received by the trade is evidenced by the fact 
that we received a great number of commendatory let- 
ters concerning the work we are doing in pushing the 
merchandising idea among the plumbing and heating 
contractors of the country. One such letter which we 
received recently from one of the leading master plumb- 
ers of the Middle West, reads as follows: “I sincerely 
believe that if the merchandising idea is kept constantly 
before the master plumber, the trade in general will be 
elevated to a much higher standard. 


cannot emphasize too much the importance of following 
these convention reports, as they are a good cross-section 
of what the industry is doing. They are also a good in- 
dication of what will be the important subjects discussed 
at the forthcoming National convention. If you go to that 
convention prepared for what will happen, your decision 
will be much more easily formed than if you wait until 
you get there to learn about these things. 


HE PLUMBING PROBLEM THIS WEEK 
has drawings of floor plans showing the basement 
and three floors of a house. The problem is to make 


elevations for the plumbing in the house, and put in a 
few extra fixtures not marked on the 





Your editions truly merit the serious 
thought of the craft in general, and 
the strides of progress made in the 


past must be credited, at least in part, 1. 
to business papers such as yours, in 
which you are ever mindful of solid- 


1926? 


Do You Know— 


How many bathtubs 
were sold in the U. S. in 


original plan. This problem calls for 
originality as well as knowledge of 
the task and is good practice for any 
master plumber. The Round Table 
discussion this week is about “Pound- 
ing in the Pipe Lines,” a trouble that 











ifying the different branches com- 
posing the vocation as a whole unit.” 
Naturally we are a little proud of 
such letters. Who wouldn’t be proud 
of commendations of a work he feels 
worth while? We are not publishing 
that letter to try to tell you how good 
we are, but only to show you that 
some men have received a lot of 


2. Who said, ‘“Cleanli- 
ness is next to godliness’’ ? 

3. Where was the first 
bathroom in the world, and 
about when? 

4. What is the slogan of 
the National Association of 
Master Plumbers? 

5. How are firebox, tub- 
ular and water tube boilers 


heating men often find hard to locate 
and repair. The Chairman discusses 
the solutions to the problem, and feels 
very much encouraged over them, as 
the men seem to be improving in 
ability to figure out the problems. 


UCH NAMES AS MORGAN, 
Vanderbilt, Mellon, Schwab, 





valuable tips from “Domestic En- rated ? 


gineering.” What others can do, any 
master plumber can do. If you will 
follow these merchandising sections 
carefully, and keep them on file, you 


can get sales ideas galore from them. 


page 97. 


6. What is the boiling 


point of water? 
Answers will be found on 


Harriman, Gould and any number of 
others, will go down in history as 
those of the great financiers of the 
country. These men were able in 
business of some sort, and made suc- 


cesses of those businesses. Their 











NUMBER OF MASTER PLUMBERS WHO 

are going to Minneapolis for the annual convention 
of the National Association of Master Plumbers to be 
held June 21, 22 and 23, will go west from that city on 
the master plumbers’ tour. During the trip, the party is 
planning to go through Yellowstone National Park, and 
will see there the famous geyser, “Old Faithful.” We all 
know how this geyser spurts spasmodically and then re- 
tires for a period. It reminds me of the way the state 
master plumbers’ conventions appear on the calendar. 
We go along with an occasional convention, and then 
along comes a flock of them. This week the Southern 
associations hold the limelight, Texas, Florida and 
Georgia associations having held their meetings. We 


fame, however, is linked as strongly 
with the financial world as they are with the business 
world. The reason for this is that they were all keen 
students of the market conditions which were governing 
their business. They made millions; some of them are 
still doing so. If they had not followed business condi- 
tions closely, practically every one of them would 
probably have died without a fortune. We can’t all make 
large amounts of money in a short time, but we of the 
plumbing and heating industry should keep track of 
market conditions in. our trade. 


a 
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EASE OF OPERATION 


If you have never used a ‘““‘TOLEDO”’ No. 3 tool for 
threading 414 to 8-inch pipe you will be surprised by 
its ease of operation. 


There is no other threading tool of this capacity that 
is as compact, portable, easy to handle and operate 
as a ‘“‘TOLEDO”’ No. 3, and the operator is always 
assured smooth perfectly tapered threads. 

If you have 41, to 8-inch pipe to thread, specify a 


**TOLEDO’”’ No. 3 tool and you will find pipe thread- 
ing satisfaction. 


A postcard brings you our catalog showing the com- 
plete ‘‘TOLEDO”’ line. 


BUY BY COMPARISON AND YOU’LL BUY A 


“TO DO 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 
NEW YORK OFFICE: 72 LAFAYETTE ST. 
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Constructive— Not Destructive 


ANY manufacturers are reacting to the competi- 
M tive elements which exist in business today by 
what is often called ‘advertising with a ham- 

Such advertising devotes itself to listing so-called 
defects of competitive products, often generalizing from 
an unusual experience if necessary to be able to claim 
such defects. The results sought, evidently, are to ac- 
quaint readers with all the bad points of other materials, 


mer.” 


and the copy being designed to prove the folly of buy- 
ing such “sure trouble,” to solicit their patronage on no 
stronger appeal than that the products of the “hammer 
advertiser” are free from such defects. 

We have talked with other publishers to see if our 
experience in receiving destructive advertising copy more 
frequently of late than usual is unique. We find that 
these others have sensed the same uneasy attitude among 
many of their advertisers, for we trace the reason for 
Busi- 
Many manufac- 


such copy to an uneasy attitude toward business. 
ness opened rather slowly this year. 
turers, organized to require a certain volume, found, for 
awhile, that quotas were not being reached. At the same 
time and because of this, perhaps, competition from 
makers of similar products was felt rather keenly, and 
also competition from makers of products of different 
materials, but used for similar purposes. 

With this competition so forced upon their attention, 
their reaction was to try to discover wherein these other 
products were inferior to theirs or unfit for the same 
purposes. Having got their story, they wanted to tell 
it, and we have had submitted for publication some ad- 
vertising copy, which was primarily an attack on other 
materials or was based on questionable comparisons. 
Such copy must be rejected because it destroys the con- 
fidence of our readers in the value of the materials they 
use. It helps no one, certainly not the advertisers them- 
selves, 

Business is not bad. It is rewarding sound sales poli- 
ties with a very substantial volume. If slow business 
were a legitimate reason for “advertising with a ham- 
mer,” therefore, there would be nothing in current con- 
ditions to justify it. But it is not a legitimate reason. 
There is no justification for such copy under any condi- 
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tions. Criticising a competitor, or a competitor’s prod- 
ucts, is decidedly frowned upon when a salesman does 
it. But many manufacturers who are very definite on 
this point in their sales manuals for their representa- 
tives seem to have no such ethics regarding their printed 


salesmen. 

“Domestic Engineering” can 
other advertisers, in protection of its readers to whom it 
is responsible, and in support of its policy of recommend- 
ing and publishing only sound, constructive merchandis- 
ing copy, accept advertising which is “done with a ham- 
It is one endorsed 


not, in fairness to its 


mer.” This is not an arbitrary stand. 
by principles of good business and followed by all re- 
sponsible publishers. It is in line with the business poli- 
cies recommended by the National Better 
reau, Inc., an organization of industrial and advertising 
leaders, which has repeatedly stated that “both in pub- 
licity material and verbally, we feel that there is no 
place in good advertising for reference to competitors, 


Business Bu- 


competitive goods or competitive methods of operation.” 

A product of merit, backed by a constructive market- 
ing plan, has plenty of sales appeal in itself. It is a sales 
axiom that the few minutes’ attention possible to secure 
from a prospect should be used by a salesman to tell the 
prospect why he should buy his product and not why 
he should not buy another’s. Advertising campaigns, 
based on any other principle, had as their 
result no increase in consumption and have meant, if 


have usual 
anything, a temporary transfer of purchase from one 
competitor to another. Whether competition seems keen 
or not, the most effective sales message is the one which 
is told cleanly and repeatedly. 


d On the first of May, chosen by 


a large share of the urban popu- 


Plumbing an 
Real Estate 


of Chicago ran a story about the number of 


lation to move, the newspapers 
families 
which were changing dwellings and stated that the bath- 
room was the chief cause for the exodus from one home 
to another. The master plumber has a powerful sales 


appeal in a story like this. Good plumbing keeps build- 


ings rented. It maintains rents or helps sales. 
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The birthplace of James Whitcomb Riley—an Indiana Shrine 
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Pounding in the Pipe Lines 


Round Table Members Study Obscure Heating Trouble 


ANY Round Table members believe that this 
M method of giving instruction in heating has been 

of inestimable benefit to them. Your chairman 
believes also that we have accomplished a great deal in 
our discussions. When we look over the drawings re- 
ceived in 1927 and compare them with those received 
two years ago when we started our Round Table discus- 
sion, we find a marked improvement. It is very encourag- 
ing also to read the many letters from our round table 
members expressing great satisfaction and acknowledging 
the help these discussions have been to them. 

In the March 5 issue we presented a difficult problem 
in an air line system, the answers to which we will now 
discuss: 

A very good drawing is presented in Fig. 1, sent in by 
G. B. C. McCarthy, nr 
Wichita, Kans. We 
Welcome him as a new 
member to our heating 
class. In his letter he 
States that he has made 
afew changes and 
lowered the air vents 
on the radiators. He 
also installed a bleeder 
at E to bleed the main 
riser which also acts 
a an equalizer. 

These are very good 
suggestions and should 
be carefully studied 
and applied by our 
Tound table members 
on jobs that are sim- 





A CHECK VALVE 

® RECEIVING TANK 
Cc Pump 

o mMeTOR 

& BLEEDER 

F RETURN TO BOER 


G PRESS, REO VALVE 
STEAM MAIN 
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Fig. 1 
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ilar. He states that lowering the air vents will improve 
the job materially. Your chairman’s discussion will show 
this as will be noted later in this discussion. 

Fig. 2, sent in by Otto Klotz, Philadelphia, Pa., shows 
that he has turned the air line job into a vacuum job by 
placing traps on all radiators. He also suggests to change 
the connections on radiators 2, 4, 6, 9, 11 and 14 so that 
they will not be trapped. Air vent at E should be taken 
off, he states, and a trap should be placed on riser B to 
drain into receiving tank. 

The drip on the riser is O.K. but your chairman cannot 
see why traps should be placed on radiators. Mr. Klotz 
also places dirt pockets on all risers. We suggest that the 
class discuss this drawing. 

Fig. 3 was sent by our faithful class member, Frank 
Gallagher. He lowered 
all connections of the 
thermo vent air vents 
and removed the air 
vent at E. He also 
suggests that we take 
out the thermo vent 
valve over the receiv- 
ing tank, Furthermore 
he places traps on all 
risers as indicated at 
N. We are afraid these 
changes will not help 
matters greatly. 

Fig. 4 also was sent 
in by Frank Gallagher. 
In this drawing he 
shows a radiator con- 
nected to the main sup- 
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at D, Fig. 5. The risers shown in Fig. 6 are 
also trapped. These changes would make a 














RETURN TRAPS 
ON ALL RADIATORS 


a 


a 


complete vacuum job out of the air line job,— 
too expensive, Mr. Scodell. 

C. Clapperton, Toronto, Can., did not send a 
drawing but explains in his letter that in his 
opinion the reason for the failure is due to 
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Fig. 2 


ply line at K and check valves on the bottom of all risers. 
He feels that with this connection, no check valves are 
required. The receiving tank is shown raised up so as 
to form a trap in the return. 

We believe that this is the wrong way and will not 
work satisfactorily. Fig. 4 also shows the connections 
and check valves necessary to change the job when the 
receiving tank and 
pump are raised to a 
higher level. 


A 


letters are 
ceived telling of the great 
value of this method of 


giving instruction in heat- 


Many re- 


ing. Every reader is urged 
to take up this study and 
to offer suggestions for 
the further improvement 
of this method of teach- 


ing. 


Ps. ms ws, Ce wet 
Worth, Tex., sent in 
Fig. 5. He criticizes 


the connections circled 


and states that they 
are too high. 

He is correct and they all should be brought down 
lower. I am glad that all the other Round Table mem- 


bers noticed these connections. Such connections should 
never be made on single pipe steam jobs because the 
radiators will not be able to discharge the condensation 
until it has risen to the height of the connections. 

“A. X. A.”’ would make pipe changes if he 
could get at the pipes, he states in his letter. 
Pipe changes are not necessary. The job was 
made to operate satisfactorily without them. 

Fig. 6 was sent by L. E. Scodell, Columbus, 
Kans. From this drawing we note that a num- 
ber of changes are made on the installation, 
also traps are shown on all radiators and the 
valves connected to top of radiator. 

We do not agree to these changes because 
the job can and has been made to work as orig- 
inally installed. The air vent shown on the 
tank at K in Fig. 6 is not as good as the one 
on the original installation because the air 
will be relieved more quickly by a thermo vent 
valve to which the vacuum line is connected 
than by any other means. Let us remember 
we have no boiler to deal with; the steam is 


supplied by a pressure reducing valve shown 











Fig. 3 


the fact that the radiator connection of radia- 
tors 2, 4, 6, 9, 11 and 14 are too high. These, 
he states, should be below the connections of 
radiators, 1, 3, 5, 10, 12 and 13. This is cor- 
rect as far as it goes. All of the connections 
were changed but this is not the solution of 


the problem. 

F. McDonald, Manitoba, Canada, in his let- 
ter suggests the same thing as C. Clapperton 
and, in addition, he wants to place thermostatic 
traps on all radiators and change the location 
of the supply valve to the top of the radiator. 

Very good, but read about the simple changes on this 
job in the discussion of your chairman. 

Fig. 7, sent by M. R. Bohner, Hershey, Pa., shows the 
changes suggested both on the supply risers and radiators. 
In his letter he states that the drip at K, Fig. 7, is neces- 
The radiator connection shown at A, Fig. 7, should 


sary. 
be changed as shown at B and C, Fig. 7. 
There is no ques- 
D tion about the cor- 


rectness of these sug- 
gestions but they will 
not solve our problem 
—something else is re- 
quired. 

Harry L. Christ, Al- 
lentown, Pa., suggests 
that the return line be 
made a wet return ‘a 
place of a dry return, 
also that a drip be in- 
stalled as shown at M 
in the key drawing; 
and that the air vent 
shown at E be re- 
placed. 

The drip is O.K. but 
the other suggestions 
are in question. We are sure they will not help greatly. 

Round Table members are requested to send in 
their photographs for publication in connection with 
Photos and halftones are re- 





the heating problems. 
turned to them as soon as used. 
Fig. 8, sent by W. F. Herrmann, Eatontown, N. J. 
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Fig. 5 


shows a large number of changes that should be carefully 
studied by the class. In his letter he explains that the 
vent should be placed farther down on the radiator. 
Correct. He states that the radiators are trapped and the 
connections should be removed and placed lower down. 
The air vent E, in key drawing will let air in, he states, 
and is a detriment rather than an advantage because the 
incoming air destroys 
the vacuum and causes 
pounding. To prevent 
the syphoning of the 
return line he provides 
a trap as shown at K, 
Fig. 8. 

This is not necessary 
because no vacuum is 
pulled on the return 
line. The drip connec- 
tion shown at L is O.K. 
To prevent steam from 
reaching the pump he 
suggests placing a bent 
pipe on both ends of 
the tank as shown 
at M. 

These bends are 
not absolutely neces- 
sary because the automatic float control in the tank has 
been set to start and stop the pump at proper water levels 
to prevent flooding of return, also steam from reaching 
the pump. The Y shown at N, Fig. 8, is not required be- 
cause the air line is connected to a vacuum pump handling 
the condensation so it will make no difference if water 
reaches the pump. The vacuum will pull all condensation 
from the air line. 

In closing his letter, Mr. Herrmann states that he is 
willing to learn and that he is open minded, ready to 
receive information that will give the best results. This 
is most encouraging to your chairman because such round 
table members will benefit materially from our frank and 
open minded discussions. Results are really what we all 
are after. 

Melvin A. Johnson, Decorah, Iowa, writes that a drip 
on the main riser is absolutely necessary as shown at M, 
in the key drawing. Correct. He also suggests that we 
change the air line job into a vacuum job, install traps 
at risers and a vacuum pump ahead of receiving tank. 
Not necessary,—read your chairman’s solution. 

Fig. 9, sent in by J. Rumpf, Halvetoop, Md., shows a 
main drip at Z. This drip is necessary but he has placed 
8ame in the wrong position above the thermostatic air 
vent. The drip should go to the receiving tank or into 


vy 


RETURN 


rig. 6 
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the return line H. As it is placed, it will be 
difficult to remove the air from the receiving 
tank with a low vacuum on the air line because 
of the lift to the ceiling. Pipe R will be filled 
with water up to connection F. The correct 
location of trap and connection is shown at M, 
key drawing. 

Study the key drawing at the beginning of 
this article. It is the same drawing as shown 
in Fig. 1, Mar. 5 issue, with the exception that 
the changes made on the radiators and the 
main drip are drawn in at M and N. In order 
to make the job work satisfactorily the follow- 
ing changes were made: The very bad supply 
connections of radiators 2, 4, 6, 9, 11 and 14 
were lowered and placed below the T connect- 
ing radiators 1, 3, 5, 10, 12 and 13 so that the 
condensation from all radiators would flow 
down the riser by gravity. This step relieved 
the pounding in the radiators that were partly filled with 
water, however, it did not relieve the pounding of a large 
number of the other radiators both on the first and second 
floors. After considerable study and a few tests we de- 
cided that the only way to stop pounding was to admit 
air to the radiators. This was done by means of unscrew- 
ing the vent cover. This helped the pounding as long as 
the cover was off, but 
as soon as it was re- 
placed the same pound- 
ing started again. This 
experiment seemed to 
prove that the vacuum 
pulled by the air line 
on the radiator as soon 
as the steam was shut 
off, held the condensa- 
tion in the radiator 
and did not allow it to 
leave by means of the 
supply riser. Ordinary 
air vents not connected 
to the vacuum air line 
were put on the radia- 
tors, and while some 
condensation gathered 
in the radiators, the 


VENT TO STACK 
eee 


pounding was considerably less. 


Every heating drawing sent in is redrawn in India 
ink by a “Domestic Engineering” draftsman for re- 
production. Drawings sent in can be made in pencil 


but it is helpful if they are drawn clearly and neatly. 


One of the greatest troubles was that the condensation 
would pile up and fill the radiator completely after the 
radiator supply valve was closed. This seemed to indi- 
cate that the disc was defective. Several discs were re- 
moved but it was found that nothing was seriously wrong. 

This heating job 
was installed in a 


hospital and the pa- Pt A B 


tients became very eee 
much annoyed by the — [ al 


eonstant  pound- 
ing and experimental 
work going on. The 
nurses opened and oe SUPPLY 
closed the radiator C 
valves many times 
during the day to 
suit the patients’ de- K 
sire for heat and it 
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seemed that every time they closed the valves new trouble 
started. 

After the writer had watched them for several hours, 
he found the seat of all trouble and it was really simple. 
When a nurse would close a radiator valve, she would 
bring it down to the seat only. Not having sufficient 
strength in her hand to screw it tight, the vacuum pull 
of the air vent (after the thermostatic disc had cooled) 
would draw some steam into the radiator which condensed 
and filled the radiator eventually. When this condition 
existed, it did not seem to make any difference if the 
radiator was half- two-thirds, or entirely full of condensa- 
tion, it was impossible to drain the radiator. The con- 





Fig. 8 


densation would not flow down the supply riser after the 
radiator valve was opened until the vacuum was broken 


on the radiator. The vacuum pull of 8 inches held the 


condensation in the radiator. When air was admitted to 
the radiator the condensation flowed back into the supply 
riser. 

The nurses were instructed to close the valves tight 


but it was found that they were unable to do this as most 
of the valves were 1%4-in. and 1%-in. No matter what 
we did the trouble remained. We even went so far as to 












































Fig. 9 


inches but did 


inch and 2 not 


vacuum to 1 
better results. 


reduce the 
produce much 


It will ap- 
Every reader is invited to send in his 
The solutions are criticized and analysed 


Watch for the next heating probiem. 
pear soon, 
solution, 
ma Round Table article like this one. 


It seemed to the writer that this job would go down 
into the history of all heating troubles as an unsolved 
mystery when suddenly it dawned upon him that if it 
was possible to remove the condensation from the radiator 
by vacuum, all trouble would be ended. Looking at the 
radiator we found that it was tapped 10 inches from the 


bottom. Then we removed the thermostatic air vent 
which was placed at the top of the radiator as will be 
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noted at P in the key drawing (see radiator N) and 
placed this air vent at R, 10 inches from the floor. When 
this was done and the vacuum again connected to the air 
vent it was found that the vacuum would pull out all of 
the condensation from the radiator no matter how much 
the radiator contained. Furthermore it was found that 
the vacuum of 8 inches would remove all the condensa- 
tion below the air vent so that when the steam supply 
valve was opened again, the radiator would fill with steam 
rapidly and without pounding or disturbance of any kind. 
After all the thermo vent valves were placed 10 inches 
from the bottom and a drip line installed leading from 
the bottom of the main riser to the return line, and a 
steam trap placed in this line, no further trouble was 
encountered and the job has worked satisfactorily in 
every way without any pipe changes other than those men- 
tioned above. 

This again teaches us that each trouble job should be 
studied carefully and the underlying cause ascertained 
before any material pipe changes are made. 





TO BURN BY-PRODUCTS OF COAL 

New and strange fuels are gradually coming into use 
or are being considered. By-products of the carbonization 
of coal, among other fuels, are making their claims for 
attention as sources of future heat. There are difficulties, 
however, that are being encountered, but with the amount 
of research that is being conducted, it would seem that 
these difficulties soon will be overcome. 

The fundamental difficulty in carbonizing coal at low 
temperatures is in transferring heat to the coal in a rea- 
sonably short time when a relatively low-temperature 
gradient is used, states the Bureau of Mines, Department 
of Commerce, in a recently issued report. Coal is a poor 
conductor of heat. It takes much longer to transfer the 
necessary amount of heat through a given volume of 
coal when the retort walls are at a temperature of 5(v 
degrees C. than when they are at 1,200 degrees, as in the 
usual high-temperature process. As the cost of the oper- 
ation depends in a large degree upon the installation 
charges per ton of coal carbonized it becomes necessary 
to accelerate the rate of carbonization, either by spread- 
ing the crushed cdal in a thin layer on a heated surface 
or by agitating the coal, bringing fresh portions contin- 
ually in contact with the heated walls or by passing large 
volumes of hot producer gas, products of combustion, or 
superheated steam through the mass of broken coal. 

Differentiated on the basis of method of heating, the 
various processes fall into two classes, namely, externally 
heated retorts in which the coal to be carbonized is sup- 
plied with heat through the walls of the retort and the 
products of distillation are not diluted with flue gases; 
and internally heated retorts in which the coal to be 
carbonized is heated by direct contact with hot gases or 
superheated steam passed through the retort in intimate 
contact with the charge. 

Carbonization processes may be intermittent, those in 
which the coal is charged into an empty retort and re- 
mains there until distillation is completed, when the entire 
mass of coke or residue is discharged at one time; or they 
may be continuous, those in which charging and dis- 
charging are continuous or in small increments. 

Present high-temperature processes of by-product coke 
making are intermittent, because intermittent processes 
generally produce firm and lumpy coke. Continuous ver- 
tical retorts are coming into considerable use in the gas- 
making industry because continuous processes favor larger 
outputs and cheaper operation. The coke, however, has 
physical properties somewhat inferior to those of coke 
produced by intermittently charged retorts. 
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Merchandising by Radio 


“For Rent'’—the Sign of a 
Merchandising Opportunity 


Merchandising to ‘“‘blanket”’ 
a Community 


These are the articles in 
this, the third of our 
studies of merchandising 
methods. Practical ideas 
taken from the industry 
for the use of the indus- 


try at large. 
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The busy offices of the C. S. D. L. 
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Just as Secretary Looker was turning over the last of yesterday’s 


inquiries to the mailing department the postman arrived with another batch of letters from poten- 
tial customers, developed through the league’s radio campaign 





Merchandising dy Radio 


os OOD MORNING, lazy-bones! 
J Come on, now; throw back 
those covers, get the sleep 
out of your eyes and the kinks out of 
those muscles!’’ It is the voice of 
Hugh Barrett Dobbs, radiocast from 
Station KPO (Hale Bros.—The Chron- 
icle), San Francisco. 

“Now then. All set? Let’s go!”’ 
Then begin the morning exercises, to 
the syncopating rhythm of the piano 
accompaniment. It’s irresistible; and 
likewise irresistible are the pointed re- 
marks of Mr. Dobbs relative to sani- 
tary and heating installations through- 
out the home, these remarks being in- 
terspersed at suitable intervals during 
the course of the exercise period. “And 
the next time you are in the kitchen, 
just lift up the old wooden drainboard 
and take a peek at the cockroaches. 
Oh, don’t you have cockroaches?” he 
continues. ‘Well, anyway, think how 
much more satisfactory it would be— 
and it would look neater, too—to have 
a nice big snow-white sink and drain- 
board!” 

Then 


come more of the exercises. 


By TOM WHITE 





Merchandising by radio out 
on the West coast is bringing 
business right to the master 
plumber’s door. 

Through a campaign spon- 
sored by the California Sani- 
tation Development League 
of San Francisco, the home 
owner is having his attention 
focused on the advantages of 
modernizing his old sanitary 
equipment, and the man who 
is about to build is made to 
realize the folly of selecting 
insufficient or out-of-date 
plumbing and heating instal- 
lations. 











“By the way, folks,’’ Mr. Dobbs has a 
most pleasingly persuasive voice—the 
fans don’t in the least mind listening 
to him while they are pausing for 
breath, “isn’t it almost time you began 
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thinking of that new lavatory?— 
something a little larger and nicer, 
perhaps. These little refinements go 
a long way in the home.” 

Three of these programs are given 
twice a week, Tuesday and Thursday 
mornings. The first goes on at 6:15 
for what Dobbs pleases to call his class 
of early birds; the next is at 6:45; and 
at 7:15 comes the third period. He 
closes each session with the remark 
that if his listeners are really inter- 
ested (this point is made very plain, 
for obvious reasons) in new sanitary 
or heating equipment for their new 
home, or are thinking of remodelling 
such equipment in the old home, their 
inquiries will receive prompt and effi- 
cient treatment if they will write to 
the California Sanitation Development 
League headquarters, requesting 4 
copy of the league’s literature. 

Thus the ball is started rolling 


HANDLING THE INQUIRIES 

T THE LEAGUE office every day 
A there are received from twenty 
to forty inquiries, which have so far 
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averaged better than five hundred a 
month. Weeding out the letters from 
those who write for mere curiosity’s 
sake, Secretary Looker estimates that 
60 per cent of the inquiries are bona 
fide. 

Right here, it might be well to 
quote some of these inquiries, selected 
at random. 

“‘Please send booklet. We are build- 
ing a new house and feel sure you can 
help us.” 

“T am interested in better and more 
modern house-heating equipment.”’ 

“Please send one of your booklets 
on sanitation development to help us 
plan our bathroom and kitchen.”’ 

“Please furnish me with informa- 
tion regarding the septic tank.” 

“We can use another bathroom in 
our house; possibly you can help us.’”’ 
(Incidentally 
this lead pro- 
duced a $700 
job.) 

AS an ex- 
ample of a vol- 
untary expres- 
sion of appre- 
ciation, the 
following let- 
ter is quoted: 
To a League 
Member. 
“Dear Sir: 

“When lis- 
tening to the 
morning class 
of Mr. Dobbs League’ literature 
on KPO, I barely had time to reach 
learned about the inquiring prospect 





a pamphlet is- before his community 


Plumber is told about 
the new business, and 


sued by the 
California San- 


opment League 


which he rec- car and runs out to size 


up the job. Below—The 


ommended his job was a good one— 


listeners se- loading the truck with 
cure. I wrote the necessary material 
and obtained 
considerable literature in response. 
“All cf this finally led me to visit a 
showroom, as I was interested in re- 
building my house and wanted some 
first-class fixtures. After seeing the 
displays I placed an order for a com- 
plete bathroom and shower bath, be- 
sides other plumbing accessories. As 
explained, the real initiative in this 
Matter came from the advertising 


through KPO. 


“Being in the shipping business I 
am not in any way interested in KPO, 
but am merely an average listener-in, 
and I thought this information would 
interest you in connection with simi- 
lar experiments in advertising. Now, 
after having received and partly in- 
stalled the various fixtures, I should 
like to say that we are very well 
Pleased with our choice. 
“Yours very truly,” 

















has 


out he goes! Without 
itation Devel- losing 2a moment, Mr. 
Plumber climbs into his 
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THE CONTRACTOR MUST ACT 
| bigger RECEIPT of inquiries at the 
league’s office, a non-proprietary 
and informative booklet is immedi- 
ately mailed out. At the same time 
the name of the person making the in- 
quiry is dispatched to the nearest 
plumber. For this purpose a double 
mailing card is used, one-half trans- 
mitting the prospect’s name to the 
plumber, carrying information rela- 
tive to the sort of work he may be 
called upon to do, the other half being 
used by the plumber to report to the 
league the outcome of his call. 

In this connection, the plumber is 
given a limited time in which to re- 
port results, and unless this advice is 
forthcoming within seven days, the 
prospect’s name is referred to the next 
nearest plumber. Charts and data in 


the league office indicate at a glance 
the name of the plumbing and heat- 
ing man located nearest the home of 
the potential customer. Under the 
present plan, when inquiries originate 
in San Francisco and.the immediate 
bay district, they are referred to 
league members; in the outlying dis- 
tricts and beyond, the business goes 
to the plumbing and heating fraternity 
irrespective of affiliations. 

So from this point on, it is entirely 
up to the plumber. The names of ac- 
tive, live prospects are given him, and 
these he must turn into so many sales, 
if at all possible. This the plumbing 
contractor is learning to do, largely 
through the realization that in order 
to turn a prospect into a sale he must 
not only be a good craftsman, but a 
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good merchandiser of service as well. 

Thus the ball that started rolling 
from the broadcasting station at San 
Francisco, into the homes of 350,000 
fans extending from British Columbia 
to the Mexican border, is kept rolling. 
From the home, it rolls into league 
headquarters, and from there it rolls 
across the city and country and comes 
to rest at the plumber’s door. 

The expense incident to carrying on 
this radio publicity is financed through 
subscriptions from manufacturers, 
wholesale houses and master plumb- 
ers. 

An interesting result of the league’s 
activities in this direction is found in 
the fact that thirty-six new members 
have been added to the membership 
roster solely by means of the radio- 
casting. 

This work may now be said to have 
emerged from the experimental or 
trial period. It is functioning in a 
well ordered manner, and a highly 
gratifying volume of real, tangible, 
business-producing results are mark- 
ing the efforts of the California Sani- 
tation Development League. With the 
hearty co-operation of the plumb- 
ing and heating fraternity—which 
means nothing more nor less than 
following through with their leads 
and becoming active merchandis- 
ers—this new 
avenue is re- 
vealing the 
possibilities of 
an almost lim- 
itless field of 
new business. 

It is true, of 
course, that 
co-operative 
efforts have 
been under- 
taken from 
time to time 
by other asso- 
ciations. But 
the significant 
thing about 
this campaign 
of the California Sanitation Develop- 
ment League, and about other cam- 
paigns concerning which there will be 
information shortly in these columns, 
is that they are better organized. 

The older idea of co-operative adver- 
tising was to sell the idea of plumbing 
and heating service to the _ public. 
Then, by listing the names of the co- 
operators, it was hoped that any in- 
terest created would bring business 
to the men whose names were listed. 

But the new idea is to make adver- 
tising directly effective. First, develop 
the inquiries—-then see that those in- 
quiries are promptly and vigorously 
followed up. This means that the 
interest created is immediately capi- 
talized by the most effective method 

—a personal call. 








MERCHANDISING 


ELLO, operator. Englewood 


to “blanket” 


OTT 


shop? This is Mrs. Blank on blank 
street. Will you send over your 
plumbing shop on wheels? There’s 
something wrong with the way my 
heating system is working.” 

Yes; it’s an imaginary conversation; 
nevertheless it is similar to hundreds 
of telephone calls put through the 
Englewood, N. J., telephone ex- 
change every year. For William 
Beck, master plumber, heating con- 
tractor, roofing contractor, and 
merchandising expert, has a shop 
at 49 Dean street in that thriving 
little city, and his telephone num- 
ber is Englewood 1413. 

Or possibly, the telephone call is 
from a prospect who knows nothing 
about the truck on wheels, and then 
he is likely to inquire about some 
articles he saw in Beck’s advertise- 
ment in the local paper the day 
before. Or maybe it is someone 
who says, “Say, last night I saw in 
your window——.”’ For William 
Beck, aided aud abetted by one Wil- 
liam Beck, Junior, his son, has built 
up a business by methods that rival 
those in use by the best of depart- 
ment stores and specialty shops, and 
that miss few chances to increase the 
firm’s earnings. 


Beck’s plumbing 


NEW BLOOD 

HE GREAT possibilities for un- 
usual merchandising in the 
plumbing and heating field have been 
indicated by the original methods with 
which this story deals. Almost every 
thing which comes to the attention of 
young William Beck seems to make 
him think of it as a merchandising 
possibility. His success in blanketing 
his community with the Beck sales 

message is striking. 
Let’s go back to the beginning, how- 
ever, and give you some of the back- 
ground before we tell of the things 


this concern does. First of all, it was 
founded in 1906, with a capital con- 


sisting mostly of the motto, “Good 
work, cheerful service, and HIGH 
prices.’’ We'll come back to that 


“high prices’’ part later. For the next 
15 years, Mr. Beck, senior, built up the 
business stone by stone, until he had 
erected a foundation as a careful, con- 
scientious workman who could be de- 


pended upon to do a good job at a fair 
price. But merchandising of plumb- 


a community 


ing and heating materials had been 
only a small part of the $60,000 a 
year volume of business the firm did 
in 1920. 

Then Mr. Beck, junior, came upon 
the scene, fresh from college. Natu- 


rally he wanted to get into the busi- 
ness, but there really seemed to be 
no place for him as the business was 
organized. 


So two heads were put to- 


gether, and when the orgy of heavy 
thinking was over, the firm of William 
Beck was a merchandising one. Of 
course, this did not happen over night. 
It is only in the movies that this oc- 
curs. But here is the story after six 
years. / 

First of all, as you will note by the 
accompanying photograph, the firm 
has a showroom, with an attractive 
show window. And, as you will also 
see, there is a well equipped shop on 
wheels, containing 120 bins holding 
more than 2,000 different items. The 
firm is a consistent user of advertising 
space, and is on the regular calling 
list of the advertising department of 
the local newspaper, while the editors 
of that paper turn a quick ear when 
the Becks want something said in its 


news columns favorable to proper 
plumbing and sanitation. 


UNUSUAL IDEAS 

BOUT that show window now. It 
A is one of the important links in 
the Beck chain. Besides plumbing and 
heating goods, the junior Beck, who 
handles the sales end of the business, 
believes there should be something 
else to attract attention. Here is 
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A window is only a win- 
dow until it gets into the 
hands of an expert—then 
it's a magnet to the 
crowd. Out of the crowds 
come sales — 





where ingenuity comes into play. For 
instance—an Egyptian fakir wishing 
to advertise his vaudeville act made 
arrangements to be buried alive in an 
Englewood park. The Becks saw the 
possibilities, and had a photographer 
on the job when the ceremony was 
taking place. The print he took was 
rushed through the developer and 
shortly found itself in the Beck win- 
dow, with a neatly printed card telling 
about the event. It attracted atten- 
tion, as any unusual thing will. And 
the hundreds who looked at the pic- 
ture were bound to remember some- 
thing about Willam Beck, plumbing, 
heating and roofing. 

Here is another of their ideas. 
There was a boiler explosion in the 
town one Sunday and the boiler went 
up through the room. Immediately 
the Becks had a picture taken of the 
ruined home, and it went into their 
window. Attached to the picture were 
streamers that went to a card that said, 
“Explosions like last Sunday’s need 
not happen if you will use the ———— 
relief valve.” Another set of streamers 
led to a relief valve, prominently dis- 


played. But even this did not satisfy 
these merchandisers. They inserted 
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an advertisement in the newspaper, 
telling the same story more in detail. 
And they sent a letter to their mailing 
list of 2,000 householders—you might 
be sure they would have such a list— 


advising the owners to protect them- 


selves from similar accidents. Did it 
pay? Well, the newspaper space cost 
them about $25, the letters less than 
twice that. And they sold over 40 
relief valves, each at a handsome 
profit. 

Incidentally, these sales produced 
some interesting by-products. There 
were extra sales of toilet seats, and 
faucets, and a new sink or so, and 
even a gas range. And it opened up a 
field for the sale of pressure reducing 
valves. Englewood has a water pres- 
sure of 120 pounds, and with a sales- 
man in the house installing a relief 


valve it usually was easy to sell a re- 
ducing valve at the same time. 


EVERYBODY SELLS 
ID WE say a salesman in the 
house? We mean it. Some 
firms call them journeymen or steam- 
fitters, but Beck calls them salesmen. 
And under the firm’s system, they are 
Salesmen. Commissions? Of course. 
If a workman proves himself enough 


of a salesman to sell 
an article and make 
extra money for the 
house, isn’t he en- 
titled to a share 
in that profit? Of 
course he is, the 
Becks answer, and 
every sale made by 
a journeyman 
means a 
sion for the seller. 
And you would be 
surprised how big a 
percentage of the 
sales of specialties 
is entirely the work 
of the man on the 
job, who creates the 
desire, quotes the 
prices, closes the 
sale and eventually installs the article. 

But to get back to that show win- 
dow. These masters believe in the 
sale of gas ranges by the plumber. 
But they have competition in this, as 
in bidding on plumbing jobs, and it is 
necessary to merchandise. The an- 
swer is a demonstration. Every year, 
the Becks secure the services of some 
well known cooking expert. Maybe it 
is the domestic science teacher in the 
local high school, or possibly the ed- 
itor of the food pages of one of the 
metropolitan newspapers. For a short 
time in advance, the affair is adver- 
tised in the newspapers and through 
direct mail. One year they even sent 
out a gang of men to paint (with 
whitewash) arrows pointing toward 
the Beck shop and the cooking dem- 
onstration. This was done during the 
early morning hours, and completed 
too quickly for the police to stop it, 
incidentally. 

There is a picture reproduced with 
this story to show you the interest the 
demonstrations create. The cook and 
her assistants fed on an average of 
1,000 persons a day for three days. 
The name of almost every eater was 
secured. Then came a personal fol- 
low-up on every name secured. Nat- 


commis- 
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urally there were many sales. For 
example, the range on which the 
cooking was done was a combina- 
tion coal and gas affair retailing 
at $225, the highest price domes- 
tic range the firm sells. Sales on 
that type alone were from 25 to 
30 shortly following the big 
event. There was a real profit 
made on each sale, too. And of 
course many stoves selling for less 
money on which the profit is not 
so great were disposed of. And 
please do not forget the value of 
those names to be added to the 
prospect list. 

Just to show you the good that 
the demonstration does. Last fall 
the firm decided not to go to the 
trouble, for it is a lot of work. And 
since that time not a single range of 
this high type has been disposed of. 
Evidently advertising pays. 


SELLING THE PORTABLE SHOP 

HEY make the shop on wheels 
a dividends, too. First of all, 
they make it a point to make 30 min- 
utes the maximum time allowed to 
reach a home on a “‘trouble’’ call. The 
truck makes this possible in most in- 
stances, and in most cases the repair 
can be made with 
the tools and 
equipment carried. 
When the truck 
happens to be out 
when a call comes 


Miniature of cir- 
cular telling 
about the newest 
addition to Beck 


SEvVTICE 


in, someone else 
hops into a car 


























When you want that plumbing or 
heating repair job taken care of 
CALL ENGLEWOOD 1413 AND ASK FOR 
BECK’S PLUMBING SHOP ON 
WHEELS 


N ORDER to eliminate the necessity 
| of the plumber returning to the shop, 
we have equipped one of our trucks with 
the necessary tools and material to en- 
able the driver-journeyman to do nine 
out of ten repair jobs. We do not pre 
tend that the truck contains every tool 
or all the material he will need for 
every job, but the plumber will be able 
to handle the average repair job without 
an extra trip to the shop. The Plumbing 
Shop on Wheels contains 120 bins hold- 
ing about 2,000 different items. 

AT YOUR SERVICE 
WILLIAM BECK 
19 Dean street Englewood, N. J. 
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and goes on the job, the truck is 
headed off before it returns to the 
shop and sent to the new place. Extra 
service, maybe, but in the long run 
it pays. 
Cleverness 
the acquisition 
vertised. 
town, 


was shown in the way 
of the truck was ad- 
Englewood is a commuters’ 
situated in the center of other 
towns of like nature, all close enough 
to be within the Becks’ terri- 
tory. So the truck, with sev- 
eral men, was sent in turn to 
the local railway stations at 
West Englewood, Tenafly, 
Teaneck and Leonia, being 
timed returning business 
men would see it. The men 
in attendance passed _ out 
“dodgers”’ to all these busi- 
ness men. The ‘dodger’ is 
reproduced on this page. It 
explained the value of 
truck to Beck’s 
No extravagant 
made, the 
saying in part: “We do 
pretend that the truck 
tains every tool or all the ma- 
terial he (the driver-journey- 
man) will need for every job, 
but the plumber will be able 
to handle the average repair 
job without a trip to the shop. 
The plumbing shop on wheels 
contains 120 bins holding about 2,000 
different items.” 

Sometimes 


so 


customers. 
claims were 
by the way, sheet 
not 


con- 


special sales will help 
business, this firm has found. One 
advertisement of gas ranges took up 
an entire half page of the local news- 
paper. Every gas range advertised 
was sold, and many others as well. 
Speaking of advertising, Mr. Beck 
does not believe much in good will 
advertising, although occasionally he 
uses such helps secured from the trade 
press and the National Trade Exten- 
sion Bureau. Generally, however, the 
“ads’’ contain specific articles, usually 
at specific prices. 

Are we ready for that part of the 
motto that refers to ‘high prices’’? 
Here is what it means: ‘‘There shall 
be no cutting of corners or lowering 
of quality in order to make lower 
prices possible.”’ The Becks believe 
emphatically in quality work. They 
tell their customers they can not do 
quality work without getting 
commensurate with that kind 


prices 
of in- 


stallations. They insist on a profit on 
every job. And fair-minded customers 
agree they should have that profit. 
Therefore, the motto, ‘“‘Good work, 


cheerful service, high prices.’’ 


SOUND MANAGEMENT IDEAS 


PEAKING of profits, these masters 
know they must know their over- 
head if they hope to make money. So 
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a complete bookkeeping system has 
been installed. Retail prices on spe- 
cialties such as water heaters, seats, 
ranges and the like are based on a 
fair percentage of the selling price, 
and overhead is figured the same way. 
Expenses are carefuly watched and the 
owners know just how much every- 
thing is costing them. For instance, 
they know their advertising bill last 


cy 








LOW PRICES 


The lowest prices at which these ranges have 
ever been sold—here or anywhere else. 





























This is just one section of a half-page 
advertisement which cleaned out the 
stock of gas ranges in the Beck store 





year $1,500. And they know 
their increased sales made that ex- 
penditure worth while, but it still is 
included as part of the overhead. 
Collection of accounts is a problem 
that is handled by personal calls. Sel- 
dom is the telephone used, as they 
have found it is not particularly fruit- 
ful. Instead, one of the firm makes 
a call and usually collects the money 
with a minimum of trouble. It has 
been necessary to file suit against only 
and the masters won 


was 


one customer 
that one. 

We could tell you of many of their 
other ideas in detail, but let us sum- 
marize. First—an outing for the 
whole force is held every year, every- 
one spending a day at Lake Hopat- 
cong, having a good time, getting bet- 
ter acquainted with each other, and 
storing up energy for better work 
when they return. Second—both the 
Messrs. Beck draw salaries. This is 
figured as part of the overhead, and 
is counted as expense on every job. 
No waiting until the end of the year 
to see what the profit is before the 
pay-off. Third—an inside salesman is 
employed, so that customers coming 
into the shop when both the Becks 
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are out may be assured of proper serv- 
ice. Fourth—the journeyman who 
completes a sale is given a higher rate 
of commission than the one who 


merely secures a lead. Fifth—the 
firm is a member of the Master Plumb- 
ers’ Association and of the Englewood 
Board of Trade. Sixth—there is a 
sharp division of labor. Mr. Beck 
senior has charge of the estimating 
and the like, and Mr. Beck 
junior the sales and adver- 
tising end. Seventh—the es- 
timating room is kept entirely 
separate from the shop in a 
room upstairs, so that clerks 
are not distracted by other 
details of the business, cus- 
tomers and the like. Eighth— 
the window display is changed 
weekly and cleaned daily. 
Do you remember the $60,- 
000 a year volume in 1920? 


Now it is over $100,000. The 
difference of approximately 
$40,000 is principally due to 


merchandising methods and 
represents sales at good 
profits. 


One or two of the mer- 
chandising ideas worked out 
by the Becks deserves to be 
studied a little more thor- 
oughly. Any man interested 
in finding out what kind of 
window displays attract will be able 
quite easily to judge for himself. Just 
walk along any average’ business 
street. Observe the effect of the win- 
dow displays on yourself and on others. 

Now and then you will see a window 
about which a small crowd has gath- 
ered. They have seen something that 
interests them. There are two things 
which will unfailingly catch and hold 
the eye of the passerby on the side- 
walk. The first of these things is 
movement. That’s why you see the 
crowd about the Beck window during 
the demonstration of the gas range. 
Movement in a window display—and 
especially when human figures do the 
moving—vwill invariably cause a crowd 
to gather. 

The next thing which will stop and 
hold the passerby is what can best be 
described as ‘‘news.’’ Go by an aggres- 
sive fire or automobile insurance office. 
Almost everyone who passes will at 
least glance at the news pictures 
which are used universally. Watch 
how drug stores and other retail stores 
make use of news pictures and cap- 


tions to catch the attention of the 
pedestrian. 
Both of these elements have been 


used to advantage by the Becks. -They 
had movement in the demonstration 
of the range—they had. news value, 
local and vital news value, in the use 
of the photographs. 
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“Hor Rent”’ 


—the Sign of a Merchandising Opportunity 


OE ine RENT,” reads the sign in 


the empty window. All along 

the street there are empty win- 
dows—two, sometimes three, in a sin- 
gle building. Make inquiries and you 
find that this apartment has been 
empty for six months, that one for 
four months, another one for over a 
year. What’s wrong with them? Why 
will a section of a community grad- 
ually show signs of slipping, with a 
Poorer kind of tenant beginning to 
come in, at reduced rents? You make 
further inquiries and you learn that 
the “For Rent’ signs are growing in 
humbers in some of the buildings in 
the section, while others are holding 
their own. 

Those ‘“‘For Rent’ signs present op- 
Portunities for unusual merchandising 
on the part of the plumbing and heat- 
ing contractor. We won’t theorize 
about it. We’ll go to two authorita- 


tive sources—a plumbing and heating 
contractor, prominent in his state, who 
knows how to cultivate the merchan- 
dising possibilities of the ‘‘For Rent”’ 
sign, and a real estate man who knows 
what he likes to have back of him 
when he is trying either to rent an 
apartment or sell a building. 

First the contractor, Charles D. 
Harris, of Chicago, who is president 
of the Illinois Master Plumbers’ As- 
sociation. Mr. Harris has his place 
of business in a section of Chicago 
once a residential section in which it 
was the ambition of people in near-by 
districts to live. But cities change. 
The buildings are, for the most part, 
old-fashioned now. They are, there- 
fore, competing with more modern 
buildings in other parts of the city, or 
with buildings perhaps as old-fash- 
ioned, but in which some improve- 
ments have been made. 
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The “For Rent’ sign is 
going to stay in that win- 
in spite of the real 
estate man’s best efforts. 
He can’t surmount the 


obstacle of 


plumbing 


dow— 


out-of-date 


“FOR RENT” SIGN, MERCHANDIS- 
ING 
1 R. HARRIS, in the course of his 
long years of experience, has 
many stories to relate of the effective- 
ness of improved plumbing as an aid 
to renting and, in one striking case, as 
an aid to selling. In securing this 
type of work, Mr. Harris says that 
it’s necessary to keep a close watch 
on the community at all times, and, 
when an opportunity presents itself, 
to carry the fight for better plumbing 
right to the owner or agents. His 
men are instructed to keep their eyes 
open and to report to him any build- 
ings where improvements seem to be 
necessary. 

On the day when the writer last 
visited Mr. Harris, he was to see the 
agents of a building which had been 
reported to him the day before by one 
of his boys. There were twenty apart- 
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ments in the building and five of them 
were vacant. That many vacant apart- 
ments is likely to mean a loss if they 
continue unrented for any great length 
of time. Mr. Harris went to see the 
agent, pointed out the possibilities of 
increasing the chances of renting by 
improving the plumbing installations. 
He received an order to go ahead with 
the work in one of the apartments. If 
it rents, he will do another; and so 
on until all five have been rented. 

In another case the building was 
without bathrooms, but it had toilets 
in each of the apartments and, of 
course, kitchen sinks. But both toilets 
and sinks were in terrible shape. Mr. 
Harris went to the owner and advised 
him to invest a bit of money in the 
building. There were twelve apart- 
ments, six of which were empty. The 
agent was going to have the six empty 
apartments re-decorated. Mr. Harris 
sold him on the idea of having new 
toilets and roll rim sinks put in be- 
fore any decorating was done. ‘‘Here’s 
what’s going to happen,’ he told the 
agent. 

“If you go ahead and as an experi- 
ment remodel the six flats—nice sinks, 
new and sanitary closets, new faucets, 
do away with the old stuff, the ten- 
ants already in the building will pay 
you an advanced rental for those flats 
just as soon as you make the improve- 
ments.” 

Sure enough, before the improve- 
ments had been completed some of the 
tenants came to the agent and offered 
$2 a month more than they were pay- 
ing for the old apartments. Within 
a week after the new plumbing was 
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in, the six families in the unimproved 
apartments had moved into the im- 
proved ones, and the remaining six 
apartments were remodeled. 


MODERN PLUMBING HELPS TO 
RENT OR SELL 


OW for the crowning example of 
Plese this consistent effort to point 
out to owners and agents the value of 
improved plumbing will accomplish. A 
report was brought to Mr. Harris of 
a twenty-four-apartment building with 
a number of empty apartments. Mr. 
Harris, as usual alert to the opportu- 
nity, got right on the job. He secured 
an order to go through the building, 
replacing all the fixtures in fifteen of 
the apartments and the kitchen sinks 
in all of them. The first result was 
that the owners were able to secure 
on an average $20 a month more for 
the apartments. 

The next result was that a prospec- 
tive buyer came along. He was shown 
through the section of the fifteen 
apartments in which the improvements 
had been completed—and he bought 
the building. There isn’t any doubt 
but that the previous owner will ap- 
preciate henceforward the value of 
improved plumbing installations. 





There are five empty apartments in 
these three buildings—three in the 
one at the right, one in the center 
building and one in the building at 
the left. “Poor plumbing” is the rea- 
son given by a local real estate man 
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A REAL ESTATE MAN’S VIEW 
OW, what does the real estate 
man think about the value of 

good plumbing when it comes either to 
renting or selling an apartment build- 
ing? Because he had shown some in- 
terest a while back, A. J. Gorney, in 
charge of the sales division of a Chi- 
cago real estate firm, was interviewed. 

Perhaps the most significant thing 
he said was: “‘These days, you rent or 
sell on the features.’’ That is to say, 
one apartment is preferred over an- 
other when it has an advantage in the 
way of equipment, 

“A woman looks at the kitchen, for 
instance,’’ he continued, ‘“‘with a crit- 
ical eye. Don’t forget that she has to 
spend many hours of her day there.” 

“But,’”’ asked Mr. Gorney, ‘‘what’s this 
owner of the old type of building going 
to do when—as must be the. case— 
rentals in the more modern buildings 
are forced down? Then the old build- 
ing must rent in competition with the 
more modern one.” 

The only hope the owner of the 
older type of building can have to 
justify the continued renting of his 
building with a fair return on the in- 
vestment will be a further investment 
in improved ‘‘features.’’ 

The photographs at the beginning 
and at the end of this article were of 
buildings about which a local real es- 
tate man said: “‘The only reason those 
apartments are staying vacant is that 
they can’t compete with the siuff 
that’s going up now. The bathrooms 
are too old-fashioned. And they’ll 
stay vacant until improvements in the 
plumbing are made.”’ 
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8. S. Peralta on San 


Francisco Bay 





A Floating Plumbing Job 


in the San Francisco metropolitan area, nearly all 

of whose homes are located in cities and towns 
overlooking the Golden Gate and adjacent waters, the 
problem of transportation is a very real one, especially so 
in view of the demands placed on ferry facilities by the 
commuting public. Tens of thousands surge into San 
Francisco between 7 and 9 a.m., and between 4 and 6 
p.m. the boats for Sausalito, Oakland, Alameda and other 
trans-bay cities, carry them home. 

To take care of this immense traffic at the peak hours, 
as well as maintaining throughout the day frequent and 
uninterrupted service for automobiles and trucks as well 
as pedestrians, requires a large number of vessels. At 
present there are forty, but this number is inadequate. 
Eleven more are now under construction, which includes 
one vessel, newly completed and just put in commission 
by the Key System Transit Company—the ‘‘Peralta.’’ Her 
sister ship, the ‘‘Yerba Buena,” will go into service within 
the next two months. 

The speed and ease of operation of these two ferryboats 
were demonstrated on recent trial trips. But the con- 
veniences provided for the passengers are also well worthy 
of notice. 

All San Francisco Bay ferries are provided with restau- 
rants, some larger and more pretentious than others; but 
the restaurant facilities aboard the new Kay System vessels 
are even more elaborate. These restaurants are located 
amidships on the main deck, and are well ventilated, well 
heated, and strictly sanitary throughout. The tables are 
Onyx-topped and the floor is attractively tiled. The galley 
in both vessels is equipped with electric cooking devices. 

Both hot and cold water are supplied the lavatories in 
the men’s and women’s toilet rooms. The men’s room is 
located on the main deck, outboard, and the women’s room 
is situated on the upper deck. Adjoining the women’s 
Toom is a beautifully furnished separate lounge or rest- 
toom, provided with tables, mirrors and heavily uphol- 
8tered chairs and couches. 


Wit a population of two million people included 
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The men’s room is equipped with ten closets, ten urinals 
provided with continuous flush of salt water, and six 
lavatories with individual liquid soap dispensers. Auto- 
matic and positive-acting flushometers are mounted on the 
closets. Urinals are of the porcelain pedestal type. In 
the women’s toilet room there are eight closets with 
flushometers, and four lavatories. Numerous wash basins, 
closets, urinals and shower baths feature the quarters of 
the officers and crew. 

All plumbing 
fixtures are fitted 
with individual 
traps, back- 
vented to prevent 
the continuous 
flush in the waste 
mains from 
breaking the trap 
seal. In closets 
and urinals these 
traps are formed 
integrally with 
the fixtures. 
Wash basins and 
sinks have sepa- 
rate, self-con- 
tained traps and 
provision is made 
for readily clean- 
ing them out or 
clearing them 
without  dis- 
mantling the fix- 
ture. 

The waste 
mains are pro- 
portioned of ap- 


(Continued on 
Page 56) 





Partial view of the men’s toilet room 


































tive forces at work in the industry, and a charitable 
spirit toward the unfortunate victims of the flood, 
Florida State Association of Master Plumbers and 
meeting for its fifth annual convention 


G ive tor a commendable recognition of the construc- 


the 
Heating Dealers, 


in St. Petersburg, on May 2 and 3, voted $1,000 for the 
activities of the National Trade Extension Bureau and 


$500 to the Red Cross Relief Fund. 

The activities of the two-day meeting will be appre- 
ciated when it is read that seventeen resolutions 
presented by the busy Resolutions Committee made up 
of Walter J. Edelblut, Ft. Myers, chairman, V. C. Grant 
of Daytona Beach and W. F. Krumpe, West Palm Beach. 


were 


PAST PRESIDENT LONGLEY SPEAKS 

ITH President Quinlan of the St. Petersburg asso- 
WY cates in the chair, the assembled delegates heard 
his address of welcome, and listened to some compli- 
mentary remarks concerning their services on the part 
of Dr. Wyman, head of the St. Petersburg Department’ of 
Health. Further remarks of a congratulatory nature were 
heard from the lips of Henry E.' Longley, past national 


president and now a national director. Mr. Longley re- 


called his attendance at the first meeting four years ago 
congratulated the members on the 


and progress made 


First section of panoramic picture of delegates and guests at Florida’s fifth annual convention 


Florida Gives $1,000 Toward Fund for Expanded 


Trade Extension Program 








since that time. He felt that the master plumbers and 
heating contractors had come through Florida’s disastrous 
hurricane with great credit. He recalled their efforts and 
said they were setting a standard for other states, for their 
fine spirit in supporting state plumbing laws and the 
Carnegie scholarship, and the splendid support offered by 


the Ladies’ Auxiliary, with particular reference to its 
action in sending a native son to Carnegie to receive 
training. 


Mr. Longley outlined ten points which summarized tie 
difficulties of the business as follows: 1—Improper esti- 
mating; 2—Desire for volume instead of profit; 3—-Slack- 
ness in collecting; 4—-Lack of merchandising methods; 
5—-Unbusinesslike office practices; 6—-Lack of local adver- 
tising for the education of the public; 7—Failure to em- 
brace T. E. B., and business paper helps; 8—Lack of faith 
in and co-operation with fellow members; 9—Lack of co- 
operation with association and failure to make use of its 
services; 10—Slackness in attending association meetings 
and slowness in paying dues. 

These points formed the basis of a general discussion 
and State Field Secretary E. C. Bassett indicated that he 
would make use of them in his work during the coming 
It might be mentioned here that high regard was 
Page 93) 





year. 
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Second section of panoramic picture of delegates and guests at Florida’s fifth annual convention 
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Part of group picture of delegates and guests attending Texas convention 


Lone Star State Votes T. E. B. Contribution 


Joseph E. Fisher, of Houston, is new president 


2, 3 and 4 at the Texas Hotel, Fort Worth, for their 

thirty-eighth annual convention. About 106 members, 
65 ladies and a large number of guests were present, mak- 
ing a total attendance of close to 250. The request carried 
in President R. G. Thomas’s report of the year’s activities 
that a field secretary be appointed before the adjourn- 
ment of the convention was a subject for much discussion. 
Because of the failure of many members to comply with 
the resolution passed at the San Antonio meeting last 
year calling for the payment of a twenty-five-cent fixture 
tax to finance a field secretary, it was finally decided to 
attempt again this year to collect the money and to em- 
power the president and the board of directors to employ 
a field secretary when that body felt a sufficient sum of 
money had been collected. A resolution was passed to 
contribute a maximum sum of $500 to the trade extension 
bureau expansion fund, the exact amount to be determined 
by the incoming officers of the association. Another reso- 
lution adopted was that the board of directors assist in 
the organization of a Texas association of plumbing in- 
spectors. Due to the large expanse of territory covered 
by Texas it was resolved to divide the state into zones 


T HE Associated Master Plumbers of Texas met on May 


with a director for each zone, these directors to be con- 
sidered a part of the board of directors of the state asso- 
ciation. 

The recommendation contained in the president’s re- 
port, that all locals over the state send their president as 
a delegate to the national convention allowing him the 
same expense account as a state delegate, was adopted in 
the form of a resolution, with the one change that the 
amount of money allowed each delegate be left entirely to 
the discretion of the local organization. 

The resolution adopted by the Virginia State Associa- 
tion at its recent convention, concerning a $10,000 slogan 
prize, was read. The Texas association adopted a resolu- 
tion commending the action of the Virginia association, 
but took no further action as it was the belief of the asso- 
ciation that this was a matter for the National Association 
to handle as it saw fit. 


NEW OFFICERS 
OSEPH E. FISHER of Houston was elevated from the 
J vice presidency to the office of president. Walter P. 
Shafer of San Antonio was elected vicé president, and 


(Continued on Page 40) 
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The other part of group picture of delegates and guests attending Texas convention 
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sisted in showing a plumbing elevation containing 

many wrong connections and practices, the student 
being called upon to redraw the elevation with only 
correct work shown. 

This work has been of great value. Its chief benefit to 
the student was the gaining of correct information con- 
cerning modern plumbing practice. First and last, we 
have given out a great many problems of this type, and 
they have accomplished splendid results. We can recall 
numbers of men whose work at the beginning was not 
all that could have been desired, but who have gradually 
gained an understanding of correct methods, until at 
the present time they are able to send in for publication 
work that is a credit to them and to the educational 
effort that is responsible for the gain they have made. 

In recent months there have been a number of re- 
quests for problems based on definite floor plans, and we 
recognize that this type of problem gives men practice 
and experience of a different kind than the other type of 
problem, and as necessary. 

The problem that is here presented is of this nature. 

We show the cellar plan, first, second and third floor 
plans of a residence, a sketch of which is also shown. 

The cellar plan shows where the house drain enters, 
but we have not shown the cellar piping, and are asking 
to have this work shown, as part of the problem. 

We want you to make an elevation of the plumbing in 
this house, just as it is here shown on the four plans. 

No doubt most if not all of us have seen things on 
architects’ plans that were very impracticable. You will 
find a couple of things concerning the plumbing shown 
in these plans that are of this character, and before 
making your elevation it would be well to spot these 
two things and rectify them. You can make this rectifica- 
tion in any way that you see fit. If you find a fixture 
so located that it is impracticable to keep it in that 
location, you are at liberty to cut it out entirely or to 
relocate it, although we would prefer to have you do 
the latter. After you have drawn your elevation, there 
are two things we want you to do. 

We want you to add a toilet room on the first floor, 
having a water closet and a lavatory. There is no bath- 
room on the third floor,—please put one in. 

In putting in the additional toilet and bathroom, you 
are at liberty to do anything that is practical Treat 
the thing just as if a man and his wife had come to you 
and told you that they wanted this equipment added to 
the comforts of their home, and were willing to go to any 


ip the past, many of our drawing problems have con- 


Plumbing Problem 


34 





reasonable expense in pulling down partitions, putting 
up new ones, turning clothes closets to use, etc. Use 
good horse sense,—don’t partition off a corner of the 
man’s dining room, or run a soil pipe stack up through 
the front stairs. 

It will be mighty interesting to see how many different 
ways will be found to satisfy this man and his wife. 

After you have changed your floor plans to meet the 
requirements named, then show this additional work on 
your elevation. We would like to have the changes dis- 
tinguished from the old work in some way, by dotted 
lines, by a different colored ink or pencil. 

All that we have asked for on this problem, a plumber 
has to do, and the more clever he is in working these 
things out, the more his services are in demand. 

We think this is one of the most practical problems 
we have ever published. Write us what you think of it. 

On this and all other drawing problems, we feel that 
any one who works them out in isometric is gaining the 


greatest amount of good possible, and we are especially 
glad to receive this type of drawing. 











George Jones, class member, Youngstown, Ohio 
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Georgia to Work for State Code 


Elect E. F. Broderich as president 


ASSAGE of a state law, 
that would create a spe- 


Pr commission working 


in conjunction with the state 
department of health to raise 
the standards of plumbing 
and sanitation, was urged by 
President C. J. Warner in his 
annual report and concurred 
in by a resolution passed by 
the Georgia State Association 
of Master Plumbers at its an- 
nual convention held at Ma- 
con, April 28 and 29. The 
commission would consist of 
five members: An architect, a 
sanitary engineer, a master 
plumber, a journeyman 
plumber and a member of the 
state board of health. 
According to the _ resolu- 
tion, the commission would 


have the power to establish 

a state plumbing code, including standards of plumbing 
under which everyone would be required to take an 
examination before being recognized as a master plumber. 
HIS commission would function as a special bureau 

j inom the state department of health, and the plan 
has the endorsement of Dr. T. F. Abercrombie, state health 
commissioner. It would necessitate the appointment of 
state inspectors with police powers, who would have the 
authority to accept or condemn any plumbing installation. 
Henry E. Longley of Wilmington, N. C., director and 
past president of the National Association of Master 
Plumbers, told of the advantages of such a law. He said: 
“Most states have building codes for installation of elec- 
tric fixtures and wiring, but the great majority seem 'to 
have overlooked the most important phase of all—that of 
health, which is vitally affected by sanitation, or lack of 
it. Every man who knows anything about plumbing 
knows that bad plumbing is a health menace.”’ He con- 
tinued: ‘‘There has been no agitation for a state law to 
control plumbing in Georgia, because all of the cities and 


larger towns have city codes, and inspectors keep adequate 
check on the work. But in the rural sections, and in the 





— | 


E. F. Broderich of Savan- 
nah, new president of the 


association 


TO FUNCTION AS SPECIAL BUREAU 








Back row: C. D. Tait of Brunswick and H. H. Darby of Macon; 
front row: W. J. Brown, M. Daniels, E. L. Flentje of the 


National Trade Extension Bureau, and T, J. Copeland 


36 


suburbs near these cities, there is no law whatever to 
which the unscrupulous workman must conform.” 

“Such a law cannot be considered as primarily of 
benefit to master plumbers or jobbers,’’ Mr. Longley 
stated. “First of all, it deals with the health of the 
public, and residents of this state should be assured that 
their plumbing and sanitary work will be efficiently done 
under a state code. A man should be able to go to his 
plumber with assurance just as he does to a dentist, doc- 
tor or pharmacist who has been proved under the state 
law as qualified to do the work satisfactorily.” 


OFFICKRS ELECTED 

RESIDENT C. J. WARNER of Atlanta opened the 
meeting, and asked T. H. Halliburton, mayor pro tem 

of Macon, to welcome the convention. Mr. Halliburton 
not only welcomed the master plumbers, but congratu- 
lated them on the rapid strides they had taken in the 
past few years in elevating the sanitary conditions in the 
country. He pointed out that Saturday night was no 
longer ‘‘Bath night,’’ but that the public was taking up 
the Bath-A-Day idea, and making every day a bath day. 
E. F. Broderich of Savannah was elected president for 


the ensuing year. The vice president will be T. H. Brit- 
tingham of Augusta, and Frank Campbell, also of Au- 





Mr. and Mrs. Frank Campbell of Augusta; Ben Seekinger of 
Atlanta; C. R. Miles of Baxley and F. A. Tolar of Newman 


gusta, was elected treasurer. 
phrey of Savannah. 
President Broderich took the chair on the second day of 
the convention, and outlined his policies for the coming 
year. He said: ‘I pledge myself to the fostering of all 
of the interests of the association. I am highly sensible,” 
he continued, ‘‘of the honor you have bestowed upon me 
and it will be a pleasure indeed to bend all my efforts to 
the development of the industry. We stand on a new 
threshold of opportunity and whether or not this oppor- 
tunity has any significance to us depends on the degree 
of energy we apply to the task of carrying our message 
of health to the public.” He also made an urgent appeal 
for the co-operation of all the master plumbers in the 
state and stressed the fact that co-operation, energy and 
a spirit of unselfish service were necessary for the proper 


working of the association. 
ENRY E. LONGLEY, of Wilmington, N. C., past 
president and director of the National association, 
sounded the keynote of his talk by listing ten of the 


(Continued on Page 72) 


The secretary is J. C. Hum- 


HEAR NATIONAL DIRECTOR LONGLEY 
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Newly completed dormitories, St. Mary’s College, 

Orchard Lake, Mich. Equipped throughout with 

AIRID Air Valves. Heating contractor, John J. 
Davis & Sons Co., Inc., Detroit. 


This exclusive construction pro- 





vides a permanently tight joint. 

















Fast venting—The large outlet 
port gets rid of the air quickly 
and silently. 




















How AIRID Air Valves 


ARCO Precision 
Manufacture 


To insure a perfect seat every 
AIRID valve needle is ma- 
chined—not stamped or ground 
—from non-corrosive German 
Silver alloy to a perfect ball 
point. Every such needle is 
inspected under magnification 
of 100 diameters to guarantee 


exact outline. 








The way Arrip Air Valves im- 
prove the performance of radi- 
ators is so spectacular and so 
appealing to home owners that 
they are instantly convinced of 
your expert judgment in heating 
matters. The result is invaluable 
word-of-mouth advertising 
which will most certainly bring 
others into your shop and cre- 
ate new business for you. Here 


is what AIRID did for one home 
owner: 


‘‘My home is heated with a one pipe 
steam system—and pressure was required 
to keep heat in most of the radiators. I 
made up my mind to have the piping 
changed at a cost of $175. Before doing 


this, however, I tried several different 























Build Reputations and Profits 


types of air valves on the radiators that 
required excessive steam pressure to keep 
them heated. One of the valves I tried 
was your AIRID valve. It proved to be 
the most sensitive and most positive 
valve of the entire lot and gave heat in 
the radiator hardest to heat. My equip- 
ment now without any change to the 
piping is giving perfect satisfaction with 
only a banked fire. This was made pos- 
sible only by the installation of AIRID 
air valves. The cost of the new valves 
being less than one-tenth of the cost of 
the piping alterations’’. 


Display your AIRIDS; explain to 
your customers what AIRID will 
do for them—and you will get 
your share of AIRID business. 
You take no chance because 
AIRID is guaranteed for five 


years. 


The low price of AIRID permits the contractor to 
use AIRID on all jobs— no matter how competitive. 


AMERICAN RADIATOR (OMPANY 


ACCESSORIES DIVISION 


816-820 South Michigan Avenue 
Makers of:— 


ABCD | ACO Ape | 2A 
PACKLESS WATER ZI 
Sig ALVE | REGULATOR — 

q No. 800 7 





Chicago, Illinois 





No. 104 CONTROLS 
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iler - 


Sell ’em a 


KENNEY 


THERMO VALVE 
“SNAP ACTION” 






It’s a source of real profit to let one item 
sell another—and you’ll find nothing so 
fitting as a KENNEY THERMO VALVE 
(Snap Action) when making a boiler sale! 
The KENNEY Valve brings up-to-the- 


minute convenience eliminating the drudg- 
ery of old-time methods. It makes any 


boiler an automatic storage water heater! 
Snaps on—snaps off — automatically! 


If you’re not handling the KEN- 
NEY get the facts now. Manu- 
facturers are invited to communi- 
cate with us also about this 
modern automatic device! 


FLANNERY MEFG.CO 


FLANNERY BLDG. PITTSBURGH, PA. 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 269 
































Flooded Cellars 


—a menace 


EAVY spring rains bring with them the 

H danger of flooded cellars. Against the 

ordinary occasions of this kind we rec- 

ommend strongly an automatic cellar drainer. 

Once installed you will feel entirely secure against 

_ flooding of the basement with its deposit of dis- 

ease-breeding silt. No attention necessary—instal 
the drainer and forget it. 

Come in and talk it over—or let us send a 





Ask for : competent man to explain how it will give you the 
free copy 0 - 
“The Story necessary protection. 


of the Bath.” 

You'll have . 

chent tn (In this space your Name, 
reading it Telephone, and 


aloud. It 
isn’t adver- Address ) 


tising. 








The Family Council 


HE NEWSPAPER is present on an occasion when a salesman would 
‘Tan be welcome—at the family council, when budgets are dis- 
cussed, when the needs of the home are talked over. Think of the op- 
portunity of presenting your sales message when it has finally been 
decided how much money can be spared for remodelling this spring! 
You can present your message through the columns of your daily paper, 
inexpensively, with no work on your part other than handing your 
paper the reprint we send of this page, together with the cut we send. 
Only $4.20 for twelve illustrations. Send in your order today. 
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ALES LETTER 
One a Week—No. 106 





The floods in the south make this a favor- 
able time to talk about cellar drainage. Send 
out the following letter to as large a list of 
home owners as you can gather. 


jo BN BROWN 
-Iumbing : Heating 
Two Rivers, N. Y., 
May 14, 1927. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

The heavy spring rains bring with them 
the danger of flooded cellars. The one fact 
that a flooded cellar means a trying task of 
cleaning up the deposit of silt which the 
water will carry in with it, is sufficient to 
make clear the need for protection. In addi- 
tion it is to be remembered that there is a 
special danger at a time like that—the water 
will carry with it into the basement deposits 
of dirt and decay. One of the great cares of 
the authorities in times of flood is to prevent 
the spread of contagious diseases. 

The protection against this annoyance and 
danger is the automatic cellar drainer, a de- 
vice which, once installed, needs no further 
attention. If water collects in the basement 
the drainer goes into action and gets rid of 
the water. There are various types, of 
course; we have made a study of the subject 
with a view to selecting the best types for 
this community. 

We should be very glad to have you visit 
our display room—or we’ll send a competent 
man to explain. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 127 


O KEEP the subject of cellar drainage be- 

fore your community we suggest a series of 
small advertisements like the Adlet below. This 
will be inexpensive—it will take fourteen of 
them to use the same space occupied by one 
Advertising Editorial. The news of the floods 
along the Mississippi make this a particularly 
live topic at the present moment. Copy out the 
Adlet below, add your name, telephone and ad- 
dress, and hand it to your local newspaper with 
instructions to run it every day for a week or 
two. 











Flooded Cellars | 


Mean a messy job of cleaning up— | 


and, more important, danger of disease. | 
Come in and see our cellar drainers— | 


many types offering ample protection. | 
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Spring cleaning is on. The recollec- 
tions of the inconveniences of manual 
regulation of heating systems are 
vivid in the minds of home owners. 
You can convince them that now is 
the time to install automatic control 

while their home is being redeco- 
rated. Then, when autumn’s first 
cold spell arrives, they will be ready 
for it. @Other dealers are making 


Honeywell a productive source of 
income for the non-heating months. 
All that is required is a little extra 
merchandising and selling effort. 
Make extra profits this spring with 
Honeywell. 


The leading manufacturers of heating 
boilers are today recommending Honey - 
well exclusively. Of the important 
automatically controlled domestic oil 
burners a_ substantial majority is 
equipped with Honeywell controls. 


Honeywell Heating Specialties Company 


WABASH, INDIANA 


—that you can 
sell heating equip- 


ment in the non- 


May 14, 1927 


PROVIDENCE ASSOCIATION VIEWS MOVIES 
On the evening of Thursday, May 5, the Providence, 
R. I., Master Plumbers’ Association, together with repre- 
sentatives of wholesale houses, saw a showing of moving 


pictures and animated drawings, by courtesy of A. M. 

Byers Co., of Pittsburgh, portraying various processes in 
| the production of the company’s product. The movies and 
| an excellent dinner were enjoyed by a large gathering. 





CHAS. W. McNALLY CALLED BY DEATH 
Charles W. McNally, president and treasurer of the 
| ¢. W. McNally Plumbing & Heating Supply Co., of Mil- 
| waukee, Wis., died at his home in that city on May 4, in 
| his 63rd year. He suffered a stroke several years ago and 
never recovered from the effects of it. He is survived by 
his wife and one daughter. 





F. A. Clegg, president of F. A. Clegg & Co., heating 
and ventilating contractors of Louisville, Ky., has the 
sympathy of his many friends in the trade on account of 
the death of his wife April 27. Mrs. Clegg died at the 


St. Joseph’s Infirmary in that city from a heart attack 
after a short illness. 


Texas Holds Convention 
(Continued from Page 33) 


N. S. Hill of Waco was re-elected treasurer. President 
Fisher appointed W. H. Bruecher of Houston secretary. 
Walter P. Shafer, as vice president of the association, 
will act as chairman of the board of directors. The other 
directors are J. O. Montrief of Fort Worth, R. G. Thomas 


heating season ? of San Antonio, N. E. Nations of El Paso, Joseph Netzer 


of Laredo and Frank Dawson of Mercedes. 

J. O. Montrief, Joseph Netzer, R. G. Thomas and C. W. 
Davis of Dallas were elected delegates to the national con- 
vention. T. L. Bennings of Dallas, A. F. McLain of Fort 
Worth, Walter P. Shafer and Henry Warren of Houston 
were elected alternates. 

The invitation of N. E. Nations of El Paso was accepted 
by the association to hold the 1928 convention in that 
city. 

President R. G. Thomas of San Antonio called the 
meeting to order and after the invocation by Dr. L. D. 
Anderson and an exchange of greetings between A. D. 

| Thomas, mayor pro tem of Fort Worth, John R. Denning, 
| business manager of the Fort Worth association, J. O. 
| Montrief of Fort Worth, director of the state association, 
E. E. Pfister, business manager of the Houston associa- 
tion, and William G. Bergner, secretary, National Trade 
Extension Bureau, Evansville, Ind., the members turned 
to the many business problems on the program. Mr. 
| Bergner, in his felicitation, outlined briefly the activities 
of the Trade Extension Bureau since its organization, and 
| went into some detail concerning the proposed expansion 
plans for the bureau. He told of the contemplated move 
to St. Louis, the work being done by the General Federa- 
| tion of Women’s Clubs and other features of the plan, as 
| previously reported in ‘‘Domestic Engineering.”’ 

One of the first steps taken by the association was the 
| voting of a sum of $100 to the Red Cross for the relief of 
| the flood sufferers in the Mississippi valley. 

President Thomas introduced past state presidents 
James F. Madden of Sherman, George Mummert of Fort 





| Worth, W. E. Thatcher of Fort Worth, Joseph Netzer of 
Laredo and J. O. Montrief of Fort Worth, each of whom 
said a few words. He then appointed the following com- 


Temperature Regulators 


mittees to carry on the work of the convention: 
Resolution, Joseph Netzer, Laredo; H. A. Hertner, Ama- 





in 
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FRETZ-NIPPLES 


Look for This Mar 








This Mark means Quality 


Quality costs more to buy but 
less to use. 


This is the reason the demand 
for Fretz Nipples continues to 


grow. 
S. S. FRETZ, JR. & CO. 
PHILADELPHIA PENNA. 





te i ee 
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A few of the typical 

Square “Gee” fittings 

used on the above 
installation, 


Quality Work Demands Quality Fittin’s 


PLUMBING job is no better 
than its fittin’s. That’s why up- 


and-coming plumbers the country over 


use Square “Gees” — they produce 


quality jobs. 

Square ‘“‘Gees” ‘‘come easy and fit 
tight” the first time. And their 
ability to make tight, leak-proof 
connections is a guarantee to you of 


a quick and easy job of roughin’ in. 
Square “Gees” are friendly fittin’s. 


They never challenge the figures on 
your estimate sheets. They save the 
journeymen’s time — cut labor costs 
and bring home more profit-dollars. 
To insure estimated profits on your 
jobs — say Square ‘‘Gees” to your 
jobber’s salesman. 


THE GRABLER MANUFACTURING COMPANY : Cleveland, Ohio 


New York + Chicago 


SQUARE 
Malleablelron 


Los Angeles + San Francisco 


“GEE” 


PipeFITTINGS 
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rillo; C. W. Richmond, McAllen. Auditing, George W. 
Winburne, Wichita Falls; Otto Carter, Sweetwater; E. E. 


Pfister, Houston. Credentials, W. M. Leach, Fort Worth; / 
B. W. Warren, Houston; J. W. Baker, Breckenridge. Me- Support the Stack! 
morial, O. J. Vick, San Antonio; A. D: Coburn, Beaumont; 
R. C. Malitz, Galveston. Publicity, Morris W. Levy, 


? 
Dallas; Fred Logan, Houston; John Warden, El Paso. THE “MEYER 
Oscar George of Fort Worth, David McNair of San An- 


tonio and E. W. Law of Lubbock were named to act as INSERTABLE JOINT 














The powerful set screws 
grip the pipe and ‘‘takes 
up theslackinthestack.”’ 


Costs No More 


The ONLY insertable 


joint that supports the 
stack and holds the line 


at any height in the tel- 
| April 20, 1926 escope hub. 











Made Exclusively by 
SOMERVILLE IRON. WORKS 


Warehouses and Sales Offices at 


Somerville, N. J. 3637 S. Ashland Ave. 9502 Quincy Ave. 
Chattanooga, Tenn. Chicago, Ill Cleveland, O. 
300 Madison Ave., New York, N. Y. 


YOUNG 


CENTRIFUGAL VACUUM 
THE NATIONAL ASSOCIATION AND BOILER FEED 


MONG the distinguished guests present was E. D. 
i i i Supplied i 
Hornbrook of Kansas OMF, past uns president Sige d Units ON 
and chairman of the trade relations committee of the Na- of Seden Capacities ~ 




















Joe E. Fisher, Houston, newly | 
elected president of Associated Mas- | 
ter Plumbers of Texas 




















sergeants-at-arms. N. E. Nations of El Paso and C. W. | 
Davis of Dallas were appointed reading clerks by Presi- 
dent Thomas. 
































tional Association. Due to the fact that National Di- 

rector Frank P. Tweedie of New Orleans was not able to . ° 
be present, because of the illness of his daughter, there YOU NG PUMPS discharge 

was no official representative of the National Association ° . - 

at the meeting. Stating that he was talking as an indi- water against any pressure which 
vidual and not as a representative of the National Asso- may obtain on a low pressure 
ciation, Mr. Hornbrook said that he did not want to make boiler conforming to the A. S. 

an address, but simply a heart to heart talk. Mr. Horn- . 

brook spoke of his long association with affairs pertaining M. E. requirements of 15 Ibs. 

to the national organization and stated that any man who Their capacity 1s equal to any | 
was not an asset to his own business was not an asset to peak load encountered ina prop- 


the National Association. He said that no organization 
in the country handled its affairs as efficiently as the 























erly laid out heating system. 








National Association of Master Plumbers and pointed out 

some of its many accomplishments in promoting the health Bulletin No. 5, describing complete line 
of the nation without any assistance from outside its of pumps, will be mailed on request 
ranks. 

In touching on the practice indulged in by some master For Bulletins Address 
Plumbers of selling material without installation, Mr. UNG UM Oo 
Hornbrook stated emphatically that he was absolutely op- rong ; YOUNG PuMp COMPANY 

. i i hat he F F 
posed to that method of doing business and also that i Fd 450 East Ohio Street, Chicago 
was a believer in nothing but high class work. ; Factory: Michigan City, Indiana 

He stated that the state organizations had no right to ——— In Canada: C, A, Dunham Co., Ltd. 


1523-41 D. Road, T 
interfere in the matter of time payment selling, as that a 


was something to be decided by each individual as he saw ——_—| 
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The years have proved 
the worth of 


these wooden seats 


and today they are in greater 
demand than ever 


Model 
No. 120 


UNDREDS of thousands in service 
today—more being turned out at the 
rate of over a thousand a day — thou- 
sands installed fifteen or twenty years ago, still 


in perfect condition — 


What other wooden seat can boast a record equal 
to this of Never-Split? 


Naturally a seat that has been on the market so many 
years—nearly a quarter of a century—is well known. 
Naturally, too, a seat that has proved its worth so 


definitely is in great demand. 


No wonder plumbing merchants are reaping greater 


spiit Wood Seat is cn runs round the profits than ever from their sales of Never-Split 
ach Neve > r : insepar- : . 4 
fn four sectioRS, 80, .ong are United 1 wood. hie Varnished Wood Seats! Are you getting your fair 
Chie unit by four bolts fr yction whieh has We share? 


js the N 


r-<pli C 
vputatlon for durability: 
a 













National advertising of the Never-Split Complete Line 
of Toilet Seats is bringing a splendid response from 
all parts of the country Register your name with 
us so we can refer inquiries in your territory to you. 
Also write for catalogs and interesting information 
about our trade building service. 


Never Split Seat Company 
Founded 1905 
Dept 25 i Evansville, Ind., U. S. A. 






, fitted 
o accurately fit 4 
f the polt, § Hmpossid 
so tight is the BTID OF rooves, that Mt IS Cover-split 
are the to oA split or come apes nen ee wi 
for the Joeautitully finished. 
Seats & 1" 
= size for every Ww 





Never-Split Evernu 
Made of special hard rubber, molded by a 
patented process into one seamless, jointless, 
, everlasting piece. Its smooth, glossy surface 
~—jet black or mahogany-—will not chip, split, 
crack or craze. Easily cleaned with dilute 
alcohol. Models for every type of bowl. 





The new Never-Split Perma- White 


Covered with an extra heavy sheet of snowy 
white pyralin. No more beautiful seat was 
ever made. Of similar style and construction 
is the Never-Split Coloro, covered with 
tinted sheet pyralin, in pastel blues, greens, 
yellows, and brighter shades to complete any 
bathroom decorative scheme. Write for illus- 
trated catalog. 









r great 
are designed for “4 
split, Hinges are des est quality 
Never-Split lity. Fines nges 
sirength and aurabiCrodon Plated Hing 
: va 18 ‘ 


new Dred it desired . 
furnishe The largest manufacturers of toilet seats in the world. 


NEVER-SPLIT SEATS 


*Perma-White” **Coloro” “Evernu” White “Duco” Varnished Wood 
Sheet Pyralin Tinted Sheet Pyralin Hard Rubber Sprayed Pyralin Patented Construction 
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fit. He defined the duties of association members as just | 
those things which he considers duties to himself. In the 
forty-three years of its existence, said Mr. Hornbrook, a 
there has never been a suspicion cast on the National Watrous 
Association officers in their handling of the organization’s ~~” 
financial affairs. He pointed out that the only salaried 


officer was the executive clerk. In speaking of the quali- Patent Plumbing Fixtures 
fications necessary for a man to become an association and Duojet Water Closets 


member, he said that the only ones were those that were 
ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets — Flush Valves — Self-Closing 
Basin Cocks—Combination Lavatory Fixtures—Pop- 
Up Wastes— Liquid Soap Fixtures, etc. 


Manufactured and Sold Exclusively by 
THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 















































FLOOR & CEILING PLATES 








The ‘“‘No. 10” Perfection Floor and 
Ceiling Plates are the ones to use 
whenever fittings of this type are 
needed. The widespread use of hinged 
plates is certain proof of their sure- 
| riority. 
Insist on Perfection No. 10 
from your Jobber. 


- SEATON & CADWELL MFG.CO, 


Top: Joseph E. Fisher, Houston, newly elected president; R. éstablished 1894 
G. Thomas, San Antonio, retiring president and new director; CONN 

A. J. Monier, retiring secretary, and J. 0. Montrief, Ft. Worth, C) 
re-elected director—Bottom: Wm. G. Bergner, secretary 














T. E. B.; Joseph Netzer, Laredo,- re-elected director, and N. 8S. The 
Hill, Waco, re-elected treasurer 
=*=. 
necessary for a man to enter the plumbing and heating Qui MARK RE ==: 
: : : = &: 
business, adding that many were not qualified to enter WATER'HEATER pg 
~ 
the business. = 
Mr. Hornbrook spoke of the formation of the national KEROSENE HEATERS— = 
aiieaiae itt S Gs ton 4 h WICK BURNER TYPE - 
scholarship committee an the large part the women Quadruple coils of copper and the 
played in putting the proposition across. He then told of patented Kerogas Burner (Hot- 
, 5 stream is the only Water Heater 
the plans for enlarging the scholarship fund and outlined licensed to use it) insure the ‘ 
the benefits that will be derived by the entire business if greatest efficiency. 
= ; Lights instantly at the touch of a match 
this is successfully accomplished. —is noiseless, sootiess and extremely 
“T have no fault to find with the middleman as long as economical. ; 
— in th iddle.” id Mr. H i k i laini Made in 3 sizes — write for complete information. 
e stays in the m e,” sai rt. iorn yrook in exp aining THE HOTSTREAM HEATER COMPANY 
the duties and problems confronting the trade relations 9502 Richmond Rd, “Makers of Heaters that Heat” —_ Cleveland, Ohio 


committee of the National Association. He said that the 
committee was confronted with 700 complaints when it 


first commenced to work, 95 per cent of which were found 
to have been created by master plumbers themselves and 


were not important enough to even spend any time on. 
He told his listeners that the committee will make a report 
of its findings at the national convention and impressed 


upon them the importance of their attending the meeting. 
“Selling on a waiver is the curse of our business today,’’ STEEL Riveted 
said Mr. Hornbrook, ‘“‘as it puts us in the power of the 


wholesaler to such an extent that he practically owns us. 


Our position is stated in the wholesaler resolution passed 
at the Portland convention and every man in the business 
should live up to it.” He told of the splendid co-operation — 


that is being offered the trade relations committee by the 
large manufacturers and asked the master plumbers to 


i thr pa for Lower Heating Costs 
At the conclusion of his talk Mr. Hornbrook answered a 


humber of questions raised by the members. A. J. Coburn KEWANEE Boiler COMPANY 
} 


(Continued on Page 48) | Kewanee Illinois 
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Pres en ling the New 





Standard” 


[oH 


} 


4 
L- wil 


Patent Applied For 








T Bee eT OO OUnN 


“Standard” has made of the lavatory a thing of beauty—endowed it with 
the distinctiveness of a period dressing table. 


Made of Genuine Vitreous China, the difficulties, seemingly insurmountable, 
of modeling and firing designs as large as these in one piece have been overcome 
by resourcefulness, skill and special equipment. They are drawn from the kiln 
with lines straight and true and with all the gracefulness of balanced proportions. 


This is beauty that is more than workmanship; that brings to the bathroom 


its long deserved note of individuality. 
The oval bow! of the “Templeton” is large oe | 


—nineteen inches long by twelve wide. The 







roomy top, thirty-six by twenty, has am- 
ple space for toilet articles. Tapered legs of 
clearest crystal with ornamental metal tops. 





= 








_ 





927 
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Lavatories 


Patent Applied For 


P EM B ER TON 


‘>tandard” workmen have wrought the fittings in designs as original as the 
lavatories. Largely hand made, they represent the highest form of “standard” 


brass craftsmanship. 


So that their distinctive note of design may be carried out in the other bath- 
room fixtures, the same type fittings are available for the shower and the bath. 


Two models of these lavatories, the “Templeton” and the “Pemberton” will be 
exhibited in all “Standard” Showrooms after June Ist. They are exclusive 


“Standard” designs with the well-known “Standard” trade-mark fired in each piece, 


dard” 


The square bowl, seventeen inches by 
twelve inches, is in harmony with the 
dignified straight line effect of the lavatory. 


Standard Sanitary Mfg. Co, 


PITTSBURGH, PA. 
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RE 
As Good as Ever 





When you’re looking for a real CELLAR 
DRAINER don’t overlook the fact that 
Penberthy still makes the famous Model 
“R”’. And don’t forget either that the 
Model ‘“‘R’”’ is still making satisfied cus- 
tomers and good profits for wide awake 
plumbing contractors. 


We’ve some interesting information 
for you—write for it 


PENBERTHY INJECTOR COMPANY 
Established 1886 


1260 Holden Ave. :: Detroit, Mich. 
Canadian Plant: Windsor, Ontario 








AUTOMATIC 
CELLAR DRAINERS 
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of Beaumont, cited the experience he had at one time of 
| being practically owned by a certain wholesaler due to 
| the fact that the jobber had extended him credit knowing 
that he was unable to meet his bills. Mr. Coburn stated 
that he had pulled out of the hole in six months by open- 
ing a display room and merchandising his goods. He 
added that he insisted upon installing the material that 


























Top: Harry Kahn, Dallas; James F. Madden, Sherman, retir- 

ing director; E. D. Hornbrook, Kansas City; M. W. Levy, 

Dallas.—Bottom: J. R. Denning, business manager; A. F. 

McLain, president, and Oliver J. Butts, vice president of Ft. 

Worth association.—Mr. Butts was chairman of the Enter- 
tainment Committee for the convention 


he sold through his display room. John Paris of Fort 
Worth, R. C. Malitz of Galveston and E. L. Veale of 
Abilene, also asked Mr. Hornbrook questions. 


THE PLUMBERS AND LEGISLATION 

EORGE DUPREE of Hillsboro, one of the attorneys 
* who worked for the passage of the plumbing code 
at the last legislature, addressed the assemblage on ‘‘The 
Plumbers and Legislation.’”” Mr. Dupree pointed out the 
changed conditions of today and the need of every business 
man of not only delivering the job for which he is being 
paid but also satisfactory service, in order to make the 
customer his friend in the future. 

Until the man in the city, village and suburban district 
becomes better acquainted with your problems you will 
never get a legislative measure passed, said Mr. Dupree. 
He added that it was impossible for the officers or any 
legislative committee to accomplish this and it should not 
be expected of them as it was the duty of every plumber 


| in the state to do his part in the work. 


BETTER BUSINESS METHODS 
ILLIAM G. BERGNER, secretary, National Trade 
Extension Bureau, Evansville, Ind., in opening his 
address stated that he had derived enough information 
from one talk given during the morning session to more 
than repay him for his long trip from Evansville and 
added that the same information should be equally as 
valuable to every man in the room as all are in the same 
business. Mr. Bergner stated that he did not believe there 
was any place one could gather so many ideas in so short 
a period of time as at a trade convention. 

He complimented the Texas association on its efforts to 
secure the passage of a state plumbing code. He warned 
the members that the public, for the most part, is under 
the impression that the plumber is attempting to have the 
code enacted for his own benefit and that it will be neces- 
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‘Easy to buy’? means 


|. Grengpinnn washing ma- 
chines, vacuum cleaners—all 
sorts of things that cost a consider- 
able sum of money—are sold on the 
installment basis. That is how the 
Kohler Electric Sink is sold to the 
average home owner. 

And that is the reason for the 
Kohler Time Payment Plan—to make 
it easy for the public to buy; easy 
for the plumber to sell. The plan is 
clean-cut, simple in its operation. It 
enables the plumber to concentrate 


KOHLER CO, Founded 1873, KOHLER,WIS. 
Shipping Point, Sheboygan Wis.- Branches in Principal Cities 
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Plumbing Fixtures 





Don’t fail to attend the National Convention, Minneapolis, June 20th to 24th 


‘easy to sell”’ 


all his energies where they will pro- 
duce results—selling and installing. 

The Kohler Time Payment Plan 
helps you with the sale; it takes care 
of collections; it insures your profit. 
It sees to it that you get back all 
your cost and all but a few dollars 


of your profit as soon as the installa- 
tion is done. 


Let us tell you more about the 


Kohler Electric Sink selling oppor- 
Just 


tunity. There’s money in it. 
mail the coupon. 
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Engineers recognize Malleable Pipe Fittings 
for their permanency, but they recognize also 
that their permanency depends on mechanical 
soundness. 


<@> Fittings are used by some of the largest 
Public Utilities in the world for water and 
gas. Besides being free from metallurgical 
and mechanical flaws, a special technique in 
foundry practice has given them added den- 
sity in metal without impairment to tensile 
strength. 
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sary to correct this erroneous impression before a code 
can be secured. 


THE PRESIDENT’S REPORT 
RESIDENT R. G. THOMAS read a clear and concise 
P ieert of his work during the past year, as mentioned 
in the opening paragraph of this convention report. 

At the conclusion of the reading of this report J. O. 
Montrief made a motion, which was carried, that the re- 
port be referred to a special committee for study, and that 
that committee segregate the various recommendations of 
the president and refer them to the proper committee for 


action. 








Top: The West Texas group: J. W. Warden, El Paso; M. J. 

Sweeden, Sweetwater; N. E. Nations, El Paso, a director; Otto 

Carter, Sweetwater; E. L. Veale, Abilene; H. House, El Paso.— 
Bottom: Part of the San Antonio delegation 


Mr. Thomas then appointed ‘a special committee, in ac- 
cordance with the above motion, composed of the follow- 
ing local association presidents: A. F. McLain of Fort 
Worth, Frank Dawson of Mercedes, F. D. Royse of Dallas, 
Walter P. Shafer of San Antonio, Henry Warren of Hous- 
ton, N. E. Nations of El Paso, Newton Roche of Lubbock 
and C. A. Kauffman of Wichita Falls. 

The recommendation of President Thomas that the re- 
tiring president be made a second vice president of the 
state association was cause for some discussion. 

J. O. Montrief stated that it would be necessary to 
amend the by-laws of the association in order to bring 
this about, adding that it was the practice of the associa- 
tion to elect the retiring president a director, which would 
put the retiring president in equally as advantageous a 
position to pass on his knowledge of conditions as being 
a second vice president. 

Joseph Netzer said that he felt such an action would 
take away from the prestige of the new president and 
would indicate a lack of confidence in him. 

Mr. Thomas pointed out that there was nothing in the 
by-laws to make the retiring president a director and 
asked that the by-laws be changed to incorporate this. 

Mr. Montrief again took the floor and pointed out that 
Mr, Thomas had evidently misunderstood him as he had 
simply stated that it was the usual custom to elect the 
retiring president a director. 

A motion was then carried to table the entire matter. 


FIELD SECRETARY 

HE special committee of presidents appointed by Mr. 
Thomas recommended to the resolution committee 
that each member be assessed $5 per month for the pur- 
pose of financing the appointment of a field secretary. 
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This recommendation was approved by the resolution com- 
mittee and presented in the form of a resolution by that 
committee to the membership. 


J. O. Montrief referred to the 25 per cent fixture tax | 


decided upon at last year’s convention and of the failure 
of many of the members to pay the tax. He stated that 


he was strongly in favor of the employment of a field 
secretary, but did not feel that a man should be engaged 
until the money had been collected with which to pay his 
salary and the expenses of his office. Mr. Montrief added 
that the association should not expect a field secretary to 


produce results for at least two years after taking office. | 


J. W. Baker of Breckenridge stated that he was very | 


much in favor of a field secretary and added that he was | 


ready to start things by contributing $100 immediately 
and also pay any assessment that might be levied. 

C. W. Davis of Dallas also added that he was in favor of 
a field man but felt that he should not be financed through 
an assessment. He did not feél it fair for the association 
to levy an assessment without all the members having the 
opportunity of voting. 

E. D. Hornbrook was asked to contribute to the dis- 
cussion and he pointed out that the members must not 
expect to get anywhere without paying for it. Mr. Horn- 
brook said that it was his opinion that any man who re- 
fused to contribute to the fund had little real interest in 
the association. He suggested that the association go 
ahead with its plan of raising money and if in a reason- 
able time the members do not pay the tax that the money 
be returned to the donators. 

J. O. Montrief again took the floor to point out that 
the 25 cent fixture tax was still in effect and that this was 
sufficiently large to pay for the field man if everyone paid. 
He added that it was foolish to simply put one tax on top 


of another for the same purpose. 

At the close of the discussion the resolution offered by 
the resolution committee regarding the assessment was 
rejected. j 

Charles J. Ormond of San Antonio made a motion which 
was carried, that the board of directors be empowered to 
act as it saw fit with the moneys collected for the field 
secretary fund. 

The report of the Legislative Committee was read by 
J. O. Montrief covering this committee’s activities in the 
matter of securing a plumbing code for Texas. 

A rising vote of thanks was given President Thomas 
and the legislative committee for their untiring efforts 


in the attempt to secure the passage of the plumbing 
code. 
Treasurer N. S. Hill of Waco also read his report, which 
showed the association to be in sound financial condition. 
J. E. Fisher read the report of the Board of Directors, 
which had held four meetings during the year. 


Dr. L. W. Martin, public health officer of Fort Worth 
and president of the State Sanitarians, talked on com- 
munity sanitation. He went into some detail on the 
plumbing installations of two and three thousand years 
ago, pointing out that at that time the art was at a high 
level but slipped in later years. He added that the art is 
now coming again into its own. He spoke of the im- 
portance of that part of a plumbing installation which is 
hidden from view and of the need that this be installed 
properly. 

E. G. Eggert of the state board of health, Austin, and 


secretary of the State Association of Sanitarians, ad- 
dressed the meeting briefly and told of the work being 


done by his association and the board of health to pro- 
mote better sanitary conditions in the state. 

Dr. J. B. Hall of Houston talked briefly on the plumb- 
ers’ relation to sanitation in the rural districts, mention. 
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The Hudson Concealed Shower 
Body Features 


1—red brass made from ingot melted electrically 

2—tested against 150 lbs. water pressure 

3—china adjustable flanges with N. P. shanks 

4—non-cemented china handle screwed rigidly 
by china-index button 

5—by-pass connections and union couplings 
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in all schools large quantities of outside, 
cold air are constantly entering the build- 
ing. 
For economy’s sake, then, as well as tor 
efficiency, many school boards are choos- 
ing Utica-Imperial Super-Smokeless Boil- 
ers. Here are boilers which burn the 
cheaper grades of soft coal smokelessly, 
boilers which require a minimum of at- 
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ing the added interest that is now being shown in work 
of this kind and the business possibilities this offers to 
contractors. 

Dr. J. C. Anderson, president of the State Board of 
Health, talked on, “Public Health.” He told of the in- 
creased interest being shown by the smaller towns toward 
improving their sanitary conditions. Dr. Anderson as- 
sured the members that the board of health was in full 
accord with all the association was attempting to accom- 
plish and especially its effort to secure a new plumbing 
code. 

Professor F, E, Giesecke of the University of Texas, 
Austin, addressed the convention on the subject of de- 
signing hot water systems. Professor Giesecke’s talk was 
of a technical nature and he made use of a blackboard to 
illustrate many of his statements. He also showed a 
number of lantern slides and at the conclusion of his ad- 
dress answered questions raised by the members. 

T. L. Benning of Dallas spoke on the need of greater 
efficiency among the plumbing and heating contractors. 
Mr. Benning commended the bookkeeping system offered 
by the Trade Extension Bureau saying that he did not 
believe a better system could be found anywhere. He 
explained a method that he used himself to keep track of 
his business which enabled him to know at a glance just 
how things stood, without going to his bookkeeper for the 
information. Mr. Benning distributed samples of the 
sheets which he uses to keep these records and urged 
everyone to take them home and give the idea some 
thought. 

‘“‘Making a Wholesaler a Wholesaler’ was the subject 
of an address by Maurice W. Levy of Dallas, Mr. Levy 
pointed out the danger in wholesalers offering indiscrimi- 
nate credit. 
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NEW CONDITIONS 

UDGE HAL S. LATTIMORE of the 96th District Court, 
J Fort Worth, a man who is himself connected with the 
plumbing business, talked ethics of the trade. He said 
that the thing he felt was needed in the plumbing busi- 
ness more than anything else was competition on a basis 
of service. Judge Lattimore in speaking of the value of 
public confidence referred to the help one bank gives 
another in case of a “‘run,’’ pointing out that the bankers 
know the need of holding the public confidence and realize 
that the failure of any bank is detrimental to their own 
business. If each and every one of us would resolve not 
to cut prices and refuse to blame our competitor for the 
simple reason that we rise and fall together, our problems 
would be solved, said Judge Lattimore. In conclusion he 
added that the old day of the individual is past, and that 
anyone who thinks he can get along independently in the 
plumbing business or any other business will fail, as it 


can not be done. 


THE LADIES AUXILIARY 

HE Ladies Auxiliary of the Associated Master Plumb- 
ers of Texas was represented by a large attendance 
and held a business meeting on the second day of the 
convention to elect officers and discuss plans for the com- 
ing year and much progressive work is anticipated by the 
auxiliary. The formation of two new auxiliaries was an- 
nounced, one at Amarillo and one at El Paso. Following 
are the officers elected for 1927-1928: Mrs. R. G. Thomas 
of San Antonio, president; Mrs. A. F. McLain of Fort 
Worth, vice president; Mrs. R. C. Malitz, Jr., of Houston, 
secretary; Mrs. Phil. Borgstrom of Houston, treasurer; 

Mrs. Robert M. Grace of Fort Worth, parliamentarian. 
On Monday afternoon the ladies attended a theater 
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party. For Tuesday morning an automobile drive and 
picnic had been arranged and this was thoroughly en- 
joyed by all. A luncheon and card party was held at the 
Meadowbrook Country club on the last day of the con- 
vention. 


ENTERTAINMENT 
ESIDES the elaborate plans made for entertaining the 
ladies separately, the entertainment committee, 
headed by Oliver J. Butts of Fort Worth, saw to it that 
the men were well taken care of at the end of the busi- 
ness sessions. On the evening of the first day both ladies 
and men embarked on the Steamer ‘“Alvez’’ where a 
buffet supper was served and dancing was enjoyed. On 
Tuesday evening the annual banquet was held in the ball- 
room of the Texas Hotel. A theater party was held on 
the last evening at the Majestic theater in Fort Worth. 
The Standard Sanitary Manufacturing Co., of Pitts- 
burgh, Pa., was represented by John R. Bird, special rep- 
resentative with headquarters at Dallas, who showed a 
six-reel film entitled, “‘How Standard Plumbing Fixtures 
Are Made.’”’ These pictures were taken in several of the 
company’s factories. The pictures are strictly of an edu- 
cational nature and were taken for the purpose of edu- 
cating the public at large and familiarizing the master 
plumber with the process of manufacture of enameled and 
vitreous china plumbing fixtures, and of plumbers’ brass 
goods. 


A Floating Plumbing Job 


(Continued from Page 31) 


proximately double the normal sectional area to take care 
of continuous flush, and are arranged for easy cleaning. 
The capacity of the flush lines is sufficient to fill the waste 
mains at least 30 per cent. Waste pipes are run beneath 
the main deck in the sponson space, all being collected 
to one discharge, through the sponson plating and over- 
board, 5 ft. from the hull, and equipped with a spigot 
mouth to prevent streaking. The same discharge re- 
ceives the waste from the upper deck, thereby giving but 
one main discharge from all the plumbing on the same 
side of the vessel. 

Plumbing in the upper deck toilet room is installed on 


a raised platform deck which is cemented and tile-covered. 

There are four drinking fountains, two on each pas- 
senger deck, located amidships. These fountains are 
equipped for delivering ice water, cooled by means of 
an automatic refrigeration installation. One cooling unit 
is provided for each of the two fountains on either side of 
the vessel. In addition, there is one independent unit for 
the special drinking fountain in the restaurant. 

In the galley there are two sinks and a steam water 
heater, together with equipment necessary for their in- 
stallation. Waste and overflow from the sinks and dish- 
table lead to the garbage chute. Drains from the steam 
table are trapped back to the feed-tank with the drains 
from the steam lines. Drains from the urns are fed to 
the garbage chute independently of the sink waste. 

In short, the ‘‘Peralta,’’ as well as her sister ship, the 
“Yerba Buena,”’ represent two immense and highly spe- 
cialized plumbing and pipe fitting jobs, from their high- 
pressure boilers and high-speed turbines right down to 
the installation of their iced drinking water fountains, 
which include many hundreds of feet of special piping 
and tubing for carrying fresh water, salt water, steam and 
oil, as well as for waste and discharge purposes. 


The contract has been let to Guy E. Holt of Hutchinson, 
Kan., for the heating and plumbing work in the erection 
of the addition and remodeling of Beaver County court 
house at Beaver, Okla. 
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After “Sandy” goes to the Club 


House and the showers, he will find 
that heat can be put to much better 
purpose than calling down his caddy. 
Heat properly harnessed by the Dahl- 
quist Aquatherm Copper Boiler Com- 
bination will make instantly available 
to “Sandy” at the turn of the faucet, 
all the hot water he desires. 


Perhaps ‘‘Sandy”’ has never given it 
any thought, but the architect and 
builder of the Club House have. They 
know that the Dahlquist Copper Hot 
Water Boiler will outlast the building 
and will furnish sufficient hot water at 
all times to keep the members from 
getting “Shot under the collar’’ because 
of a shortage —even after the most 


crowded day on the links. 


The Dahlquist Aquatherm (Patented) 
costs no more than an ordinary boiler, 
yet by an entirely new principle of wa- 
ter circulation it gives hot water in 
abundance at the lowest installation 
and fuel cost. It operates with either 
gas, kerosene oil, electricity or coal, and 
is guaranteed for twenty-five years by 
the largest manufacturers of copper 
boilers in the country. 


Write for complete booklet. 
*“‘A Nation’s Hot Water Service’’ 


DAHLQUIST MFG. COMPANY 


South Boston, Mass. 


54 West Third St. 


Hot water instantly 
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Questions and Answers 


HOT WATER FOR HEATING AND DOMESTIC USE 

Editor, ‘‘Domestic Engineering’’:—-On a domestic hot 
water boiler in a three-story flat building, I have a 1l-inch 
riser, and a 1-inch return riser from the boiler, to heat a 
30-gallon boiler on the second floor, and one on the third 
floor. The idea of this job is to give hot water during 
the winter months without using the gas. Fig. 1 shows 
the installation, and I would like to have your opinion 
concerning it. 

Canada. n. P. 


With proper firing and coil of sufficient size, there is 


| no good reason why the installation should not be satis- 
| factory; however, Fig. 1 shows connections to 52-gallon 
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Fig. 1 


hot water tank in the basement, but with hot water outlet 
plugged. 

Unless some means is provided for drawing off the hot 
water in this tank, it should not be connected to the coil. 

It will take a great many units of heat to heat this 
water in this 52-gallon tank, and unless heated water is to 
be used, it is a clear waste of heating units. 

The two 30-gallon hot water tanks will heat much bet- 
ter without the 52-gallon tank being connected to the 
same coil. Otherwise, the connections are all right. 





The Cosmopolitan Lodge No. 872, A. F. & A. M., of Port 
Arthur, Tex., is considering plans for the construction of 
a three-story, brick, stone and reinforced concrete lodge 
building to cost $175,000. 

Donald Graham, Hume Mansur building, Indianapolis, 
Ind., is the architect for three theater buildings to be 
built in that city at a total cost of $1,500,000. 
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O convey gas to the kitchen range, 
making it ready for safe, instant use 
in the preparation of our daily food, many 
miles of pipe and thousands of pipe fit- 
tings are needed. Without dependable cast 
iron and malleable fittings, gas may be 


costly and dangerous. 


The entire resources of the great Stock- 
ham organization are devoted to the pro- 
duction of cast iron and malleable fittings. 
Stockham Fittings are measured con- 
stantly against perfection. Metallurgists 
constantly check raw materials. Every 
fitting is examined for finish; is tested 


Write for our 
complete catalog 






Even the Well-Cooked “Meal 
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for strength; for alignment; for perfec- 
tion of thread; for accuracy of flange. 
Chamfered faces make them easy to go 
on and save time on the job. Perfection 
in every detail of every Stockham Fitting 
for steam, water, gas, oil or air is our 


standard. 


And Stockham Fittings are easily avail- 
able to you. Buy them from your jobber. 
He can supply you quickly and won’t 
“overload”’ you. We’ve found him the 
most intelligent and most economical 
method of keeping the plumber and steam- 
fitter supplied. 


STOCKHAM 


YOUR JOBBER 


PIPE & FITTINGS COMPANY 


BIRMINGHAM, ALA. 


Warehouses with Complete Stocks in: 


BROOKLYN, N. Y. 


CHICAGO, ILL. 


LOS ANGELES, CAL. 


STOCKHAM FITTINGS 
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Selection of Sloan Royal 
Flush Valves for so many 
of the country’s newest 
and finest buildings has 
a real meaning, especially 
when the plumbing con- 
tractors who install them 
endorsed their perform- 
ance on former jobs. 











SLOAN VALVE CO. 


CHICAGO 
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MARKETS 


BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


The volume of distribution of plumbing and heating 
materials was substantially maintained during the week 
and, in the case of some lines, increased. Building is 
active in Chicago, and roughing-in materials are moving 
briskly. A number of large projects are in the finishing 
stage, taking special fixtures on specifications which were 
placed mormths ago. And a great deal of work is planned 
ahead, on which bids are being asked, inquiries for mate- 
rial being received and quotations being made. 

Inasmuch as buying is so lacking in noticeably large 
quantities per order, it is difficult for representatives who 


supply the information for these reports to distinguish 
clearly between the activity of one week and that of the 
next. Reports are that business is proceeding smoothly, 
that commitments, in the main, are for small-sized lots 
but frequent, and that there is no disposition among 
buyers to order beyond actual, current needs. And such 
reports seem to apply to conditions week in and week out. 
In checking up order books and invoices, however, it is 
evident that in recent weeks an expansion of consumption 
has been taking place gradually and that business is be- 
ginning to be well-rounded, less spotty and in increased 
volume. ‘ 

So far as volume is concerned, most wholesalers report 
a steady movement out of stock. They, in turn, are keep- 
ing their holdings just abreast of the trade’s demands 
and are finding no difficulty in picking up from local 
manufacturers’ warehouses or direct from factories on 
rush shipments, necessary materials to meet sudden needs. 
Competition among the wholesalers for available business 
is keen, and price concessions are frequently offered on 
certain staple items in order to secure all the material on 


a complete job. Margins of profit are very narrow, ac- 


cording to most statements, and, therefore, the good turn- 
over of materials reported is made less satisfactory by 
the price situation. 

There is an ample supply of all major commodities in 
the hands of manufacturers. Stocks at sources are large. 
In the case of enameled ware and pottery they are larger 
now than they have ever been before at this time of year. 
Soil pipe, steel pipe, wrought iron pipe, brass goods and 
range boilers can be delivered in any ordinary require- 
ments, also, directly from stocks on hand. Individual 
manufacturers might occasionally be exceptions to this 
statement, but the various industries as a whole, reflect 
this condition. 

An advance in soil pipe is noted below. 

Soil Pipe 

Soil pipe movements are reacting to the current, new 
building requirements and are weekly reaching larger 
tonnage figures in the aggregate. Reports from individual 
foundries do not indicate any sudden increase, but state 
that business is being well maintained from week to week 
and that lately, orders occasionally call for quantities 
above the usual. Jobbers are keeping their stocks as- 
sorted and ample for the trade’s needs, and no difficulty 
in procuring necessary material is reported anywhere 
along the line of distribution. An advance of 2% points, 
which is not followed by all manufacturers, has been an- 
nounced. Another is guaranteeing customers against price 
decline for 90 days from date of shipment. 


Steel Pipe 
Steel pipe sales account for steady shippings from mills, 
the tonnage represented seemingly somewhat under what 
might be expected at this time, but, on the whole, de- 
scribed as satisfactory in most reports. Capacities are by 
no means taxed. Orders can be filled out of stock, as a 
rule, and there is no back-log to work against. Mill prices 


are firm and unchanged. 





OIL pipe prices slightly firmer, with price ad- 

vances in some instances and one soil pipe manu- 
facturer guaranteeing against a price decline, the lower 
prices on certain lines of pottery reported a week ago, 
and the recent period price advance in boilers and 
radiators, sums up the present situation for plumbing 
and heating goods so far as prices are concerned. 

The trade, as whole, is approaching a more active 
season, not without a certain amount of confidence 
but with a show of caution, in some lines, that was 
not apparent during the corresponding month a year 
ago. This is due to weather conditions in some locali- 





ties, in others to labor conditions as in New York, but 
more generally to the fact that the trade as a whole, is 





SOIL PIPE PRICES ADVANCE; TRADE PROGRESS WITH CAUTION 
TOWARD BETTER BUSINESS 





tending toward the elimination of excesses in produc- 
tion and demand and is favoring the steady flow of 
business which is based largely upon small orders and 
quick delivery. A rush of orders is deemed inexpe- 


dient by many. 
This situation is reflected in the ample but con- 


servative stocks in almost every commodity maintained 
by both manufacturers and wholesalers. While orders 
are, as a rule, for immediate needs, the substantial 
order for future requirements is by no means out of 
date, and these orders form an encouraging basis upon 
which to build hopes for increasing business in the 


months to come, The trade is evidently progressing 
calmly but cautiously in the foothills of better business. 
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| jo ia ; United Bath and 
} a F Shower Fixture No. 
aN Diy : 275A with nickeled 
> Nea = > | i over the rim _ tub 
filler. All wearing 

parts of valves re- 

newable from front 


of wall. 





Twenty years and more from now tenants who live in 
apartment houses equipped this summer with United 
Brass Plumbing Goods will enjoy the same smooth 
faultless service these fixtures give the tenants who 
move in this fall. And the owner will have paid out 
little or nothing for repairs. It is good business for 
Master Plumbers to sell this kind of satisfaction. 





United Automatic Bath 
Waste Fistuse No. 345 THE UNITED-OBERNDORF CORP., CLEVELAND, OHIO 


(Kuhnle Pattern). Can be 
used with No. 275A, illus- 
trated above, instead of 
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Wrought Iron Pipe 

Business in wrought iron pipe is a composite of a sub- 
stantial tonnage being ordered steadily in small-sized lots, 
of ample stocks at sources and of generally firm, un- 
changed price conditions. Inquiries are stimulated by an 
active, big building program, and Chicago offices of 
wrought iron pipe mills report general satisfaction with 
the progress which marks this line. 

Enameled Ware 

Enameled ware sales, as a whole, are reported slightly 
off those of last year, but there is a good movement, 
nevertheless, and a more than ample supply to meet con- 
sumption requirements. Orders received by manufac- 
turers are sized, as a rule, to take care of the wholesaler’s 
anticipated requirements for a short period ahead, but as 
these ordinarily represent a minimum, assorted stock, 
orders for sudden needs are coming regularly through in 
substantial volume, also. Production is steady and many 
manufacturers are piling up stocks. Prices have not 
changed. 

Pottery 

The recent reduction in wash-down bowls and tanks 
has not stimulated buying to any great extent, but has 
shaken loose some orders which have, in the last several 
weeks since old low-priced specifications were exhausted, 
been placed sparingly and in minimum-sized quantities. 
Shipments of specials are in good volume, and orders for 
future delivery to specified jobs are being placed or in- 
quired for in considerable numbers. The supply of ‘staples 
at sources is large. making quick shipments when called 
for, easily possible. There was no change in prices during 
the week. 

Range Boilers 

There seems to be very little snap to range boiler buy- 
ing, according to reports received, but there is a sub- 
stantial volume of consumption requirements being pur- 
chased steadily. Chicago wholesalers are relying upon 
local warehouse stocks for théir needs, in most cases, and 
direct factory shipments to wholesalers are not frequently 
reported. Prices have not changed. 

Plumbers’ Brass Goods 

Most wholesalers have rounded out their brass stocks 
to take care of ordinary needs and are keeping them 
balanced by releases against orders placed, or, in most 
cases, by fresh orders of a size to meet only actual, imme- 
diate requirements. The volume of manufacturers’ ship- 
ments, as a whole, measures up to that of previous years, 
although experiences of individual makers vary, according 
to reports. Prices reflect considerable competition, certain 
leaders among staple items in both the tubular and cast 
brass lines being quoted at figures which would seem to 
leave little margin for profit. 

Boilers and Radiators 

Shipments of boilers and radiators are only in fair 
volume, the trade having taken care of their nearby needs, 
so far as possible, around May 1, before the period price 
advance. No let-up in inquiries or in orders for later re- 
lease was reported during the week, however. There is 
an ample supply of boilers and radiators, and quick needs 
can be taken care of promptly. Prices are unchanged. 





The plumbing and heating contract on the $350,000 
Methodist church has been awarded to the Ashland Plumb- 
ing & Heating Co. of Ashland, Ky. 

The plumbing contract on the $500,000 St. Casimir’s 
Catholic Church at Baltimore, Md., has been awarded to 
Perace & Kerr, Baltimore. 

The Brickenstein Co., Walnut street, Winston-Salem, 
N. C., has been awarded the plumbing and heating con- 
tract on the municipal stables, shops, garages and other 
buildings for the city of Winston-Salem, N. C. 
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NEW YORK 


Trading in plumbing and heating materials in the New 
York market during the past week has taken on a dull 
tone. There are two factors chiefly responsible for this 
condition. 

The first is a decline in building and the second is 
the inactivity of many plumbing contractors due to the 
lockout of the journeymen plumbers which has contin- 
ued for ten days or more. The loss of practically eleven 
per cent in building activity which this section sustained in 
April, as compared with the same month of last year, 
undoubtedly is a reaction from the labor difficulties which 
had their beginning the first of last month, 

Realty reports, however, indicate that a substantial 
home buying movement is well under way in suburban 
sections surrounding New York City, giving builders an 
incentive for the building of one and two family houses. 
Contracts for this type of construction are being let in 
number totaling a substantial tonnage volume of required 
plumbing and heating materials. 

A large eastern foundry advanced soil pipe quotations 
2% points during the week. This action was followed by 
at least two other manufacturers of this product. Makers 
of the various commodities are in good production and are 
in possession of reserve stocks of sufficient size to bolster 
the none too heavy holdings of wholesalers immediately 
on request. 


Soil Pipe 

The 2%-point price advance announced by one large 
manufacturer of soil pipe May 4, was followed by at least 
two smaller factors. The tonnage movement within New 
York proper is light, while that reaching manufacturers 
from outside is considered fairly good. This business, to 
a large extent, is comprised of small-sized immediate ship- 
ment orders intended apparently to replenish the stocks 
of wholesalers as they are reduced by the requirements of 
plumbing contractors. Shipments from foundries are 
made as needed. 

Steel Pipe 

April made a rather poor showing in comparison with 
the same month of last year. This, however, is not seri- 
ously disconcerting as the tonnage shipped into this market 
in April, 1926, was excessive, being greater than for any 
other corresponding month,in steel pipe history. During 
the seven days preceding this writing, mills were called 
upon for substantial quantities of steel pipe, despite the 
fact that the buying power of the plumbing side of con- 
sumption in New York City is lessened temporarily. Mak- 
ers continue in a position to ship promptly. Prices are 
unchanged. 

Wrought Iron Pipe 

The comparatively shallow stocks of most jobbers 
within the city limits are not being replenished to any 
great extent. This is expected to continue until amicable 
relations between master and journeyman plumbers are 
resumed. 

Almost all stock orders placed are indicated for im- 
mediate shipment and jobbers seem satisfied with the 
promptness with which mills are conforming to their re- 
quests. Prices are firm and unchanged. 


Enameled Ware 

When the question of demand for enameled ware was 
broached, one informant’s response was: ‘‘Outside of New 
York, very good; within the city, practically nil.’’ Job- 
bers generally are committing themselves only so far as 
their immediate needs indicate that they should hold their 
stocks at safe levels. Manufacturers continue capable of 
making prompt shipments on staple fixtures. No change 
in prices has been announced. 
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Pottery 

There is nothing different to disclose this week where 
pottery is concerned. Jobbers continue conservative in 
their placements and are committing themselves only for 
amounts which master plumbers have already contracted 
for with them. The masters seem less inclined toward or- 
dering until the future labor outlook is less speculative. 
Wholesalers’ stocks are not generally heavy, although 
those in the warehouses of manufacturers are substantial, 
permitting prompt shipments on staples. No further 
change has been announced in prices. 


Plumbers’ Brass Goods 

Many manufacturers of brass materials are shipping 
steadily against placements made earlier in the year. A 
little less new business from the city jobbers was booked 
during the week but up-state jobbers are doing an active 
business. Stocks in general are well assorted even though 
they are not heavy. The price situation, which has been 
none too good, especially in cast goods, shows little or no 
change. In nearly all cases, manufacturers continue to 
make shipments about as needed. 

Range Boilers 

Business in this commodity continues in about the same 
proportions that have characterized it for some time. 
Wholesalers are taking in range boilers in quantities in- 
tended to keep their stocks at a level which will insure 
against difficulty in caring for the occasional demands of 
plumbing contractors. Manufacturers have adequate 
stocks on hand and can make prompt deliveries in most 
all sizes and types. There has been no further change 
in prices. 

Boilers and Radiators 

In many instances wholesalers took advantage of the 
existing prices just prior to the cycle change effective 
May 1, placing a substantial tonnage in the order books of 
manufacturers. April business, in many ways, made a 
comparatively good showing compared with that of the 
same month of last year. Prices remain unchanged. De- 


liveries are made promptly. 


PHILADELPHIA 


Reports received from the average contractor, whole- 
saler and manufacturer indicate that the opening of the 
season, so long looked forward to, is just around the cor- 
ner in the Philadelphia district, as there was almost a’ 
unanimous report of slightly accelerated demand received 
from the various persons interviewed during the week. 
This demand still has not reached anywhere near the peak 
that can be expected when building gets under way in ear- 
nest, but is still enough better than it was during April 
to cause comment. 


Salesmen who have been calling on wholesalers in the 
coal mining districts report a better feeling there, as 
miners are now working practically full time, and the 
prosperity of this section depends upon the work these 
men are able to do. Their condition is already being re- 
flected to some extent in the number and size of orders 
placed by jobbers in this district. On the other hand, in 
Baltimore, it is stated that the number and size of the 
permits taken out by builders are misleading, as many 
builders will take out permits for as many as 50 houses 
and possibly build ten. 

Price and credit conditions have changed little since our 
last report. The only change of consequence in manu- 
facturers’ prices was the announcement of a 2% per cent 
increase in soil pipe by one large manufacturer, followed 
by two smaller foundries, with a guarantee against price 
decline by another foundry. 
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Soil Pipe 

One large foundry announced a price increase of 214 
points, and this has been followed by at least two smaller 
Eastern foundries, but had not become general at the 
time this report was written. This increase is expected to 
cause an acceleration of demand as several foundries had 
already noticed a slight increase in interest before the 
price increase was announced. The average foundry has 
good stocks and can ship the usual order without delay. 

Steel Pipe 

“Business is better,’’ one mill representative reports, 
stating he had had more orders during the first week in 
May than during the last three weeks in April. The 
building that is getting under way is naturally taking 
steel pipe, and many jobbers are now in the market for 
this material, but are not yet buying for advance needs. 
Prices have not been changed. There are no delays in 
deliveries. 

Wrought Iron Pipe 

April was an excellent month for one mill, the Phila- 
delphia oflice securing its quota for the month, but so far 
in May, business has not come in at a very rapid rate. 
Another maker, on the other hand, has had better business 
in May than during the previous month. Prices have not 
changed. Shipments are prompt. 

Enameled Ware 

Unanimous reports of better business are secured from 
manufacturers, all of whom apparently are feeling a slight 
increase in demand from week to week. One large maker 
still reports that wholesalers are anxiously awaiting ship- 
ments, and other manufacturers state that practically all 
business placed is for rush delivery. Makers with stocks 


in Philadelphia are securing a good amount of business 
from pickups. Prices have not been changed. 
Pottery 

Reductions in prices of staple combinations made a 
week ago have not increased the demand for this type of 
ware, which is still rather slight in comparison with other 
grades of ware when the usual ratio of sales of the two 
types is considered. Shipments of staples during April, 
figures being received by local offices disclose, were con- 
siderably under those of April, 1926. Prices have not 
changed during the week. No delays in shipments of 
staples are reported. 

Plumbers’ Brass Goods 


Both tubular and cast brass supply houses report a 
slight increase in demand, this increase apparently being 
the natural growth to be expected as the season advances. 
Cast brass manufacturers are getting many calls for ship- 
ments against contracts placed earlier, while tubular 
makers report a fair volume of sales. Tubular prices con- 
tinue low. Cast brass prices are fairly firm. There are 
seldom any delays in shipments, although occasionally one 
company may be short a few items and another concern 
have low stocks on others. 

Range Boilers 

Range boiler business is apparently a little better than 
it was a week ago, but demand has not yet reached a high 
level, the average order being for minimum amounts. 
Orders for quick deliveries can be taken care of without 
particular difficulty by the average maker. Prices have 
not been changed. 

Boilers and Radiators 

More contracts have been ciosed for late summer de- 
livery of boilers and radiators than is usual at this time 
of year, it is stated by manufacturers. However, ship- 
ments into this territory, so far this year, have not come 
up to last year’s figures for the same period. One maker 
states his volume for the first three months was approxi- 
mately equal to the first quarter of 1926, but that it fell 
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Special Notice to Plumbing and Heating Contractors 


The following manufacturers have authorized us to 
send to the plumbing and heating contractors, upon 
request, their loose catalog sheets for use in the binders 
distributed through the National Trade Extension 
Bureau. 

These loose sheets are reprints of catalog pages 
appearing in ‘‘Domestic Engineering Catalog Direc- 
tory.” They are uniform in size 814x105 inches — 
printed on a good grade of light paper and punched to 
fit the binder. 


ies Chester, N. Y. 
Acme Frost Proof Closet Mfg. Co., Inc.. ...Baltimore, Md. 
Acme Asbestos Covering & Flooring Co i 


Albrass Co. Inc. 


American Pipe Tool Co. 
American om Pump Co. 


Beaton & Cadwell Mfg. Co 
Beaton &-Corbin Mfg. Co 
Becker Mfg. Co. 


Boosey Mfg. Con Norman 
Borden Co 

Bridgeport Brass Co 
Brunswick-Balke-Collender Co 
Butler, Thos. F. 

Cabco Iron Works, Inc 
Capitol Brass Works 

Case & Son Mfg. Co., W. A 
Central Radiator Co 
Chamberlain Co 

Chemical Toliet Corp. 

Chicago Faucet Co 

Chicago Granitine Mfg. Co 
Chicago Pipethread Machine Co 
Columbia Radiator Co. 
Commonwealth Brass Corp 
Compound Injector & Specialty Co 
Conemaugh Iron Works 
Continental Heater Corp 
Crampton-Farley Brass Co 
Crist & Schilken Co. Inc 
Curtin Valve Co., A. F 

Dail Steel Products Co 


Davis Engineering Corp 


Bridgeport, Conn. 
Chicago, Ills. 
Lorain, Ohio 


Detroit, Mich. 


New York City 
Pittsburgh, Pa. 


>» A 
Chicago, IIl. 
Chicago, Ill. 


Detroit, Mich. 
Chicago, Il. 


Dunkirk, N. Y. 


Pittsburgh, Pa. 
Medford, Mass. 


Detroit, Mich. 


Cleveland, Cals 
Berea, Ohio 


Detroit Lubricator Co 
Detroit Torch & Mfg. Co 
Donley Mfg. Co 


Eastern Foundry Co 
Economy Heater Co 


Excelso Specialty Works, Inc 
Exeter Brass Works 

Florence Stove Co 

Goulds Pumps, Inc 

Graves, W. L 

Greenfield Tap & Die Corp 
Haas Co., Philip 

Heap & Sons, Wm 

Hercules Chemical Co., Inc 
Hetzel, J. G., Estate of 
Hindley Mfg. Co 

Honeywell Heating Specialties Co 
Hotstream Heater Co 

Hudson Brass Works, Inc 
Imperial Brass Mfg. Co 
Ireland & Matthews Mfg. Co 
J. R. S. Specialties Mfg. Co., Inc 
Jenkins Bros 
Johnson-Murphy Co. 
Johnson-Washburn Co 

Jones Hollow Ware Co 


Keeney Mfg. Co 
Kelly Valve Co 


Brooklyn, N. Y. 
Chicago, Ills. 
Detroit, Mich. 


If you have the binder and desire loose catalog 
sheets, write Domestic Engineering Co., 1900 Prairie 
Avenue, Chicago, on your letterhead, giving the names 
of concerns listed below whose lines you are interested 
in, and we shall be glad to send you the sheets without 
charge. If you are not using the binder and wish infor- 
mation regarding it, write to the National Trade 
Extension Bureau of Evansville, Indiana. 


Kennedy Valve Mfg. Co 
Kenney-Cutting Products Corp 
Keystone Brass Works Erie, Pa. 
Kokomo Sanitary Pottery Co Kokomo, Ind. 
pS Ce) OS: re Jersey City, N. J. 
Kupferle Foundry Co., J.C St. Louis, Mo. 
Lambertville Pottery Co Lambertville, N. J. 
Lawson Co., F 

Leavitt Machine Co 

Luzerne Rubber Co 

McGurrin Supply Co 

Mfg. Equipment & Engineering Co 
Maddock’s Sons Co., Thos 

Martin & Sons, H. P 

Marvel Machine & Brass Works 
Meneley-Diederich Co. Inc 

McRae & Roberts Co 

Milford Iron Foundry 

Misener & Irving Mfg. Co 

Modern Utilities Co 

Modine Mfg. Co 

Molby Boiler Co 

Nason Mfg. Co 

National Steel Tank & Mfg. Co 
Niagara Radiator & Boiler Co North Tonawanda, N. Y. 
Northwestern Chemical Co Marietta, Ohio 
Nye Tool & Machine Works.................. <a 

Para Rubber Co 

Penn Engineering Co 

Plomb Tool Co Los in Cal. 
Polygon Products Co Boston, Mass. 
WEMIIOTIGIOWEE COs 6 ccc sccccccccsseeveve Waterbury, Conn. 


Rawlplug Co. Inc New York City 


Reed Mfg. Co 

Rhode Island Fittings Co Providence, R. I. 
Richmond Engineering Co., Inc Richmond, Va. 
Richmond Foundry & Mfg. Co., Inc. .......... Richmond, Va. 
Riverside Fdry. & Galvanizing Co Kalamazoo, Mich. 
Robinson Mfg. Co Cleveland, Ohio 
pA eS fo A” Naugatuck, Conn. 
Sarco Company, Inc. New York City 
Scott Valve Mfg. Co Detroit, Mich. 
Sherwood Brass Works 

Smith, Inc., H. Romeyn 

Standard Water Systems Co. of N. J 

Sterling Faucet Co 

Stringer Bros. Co., Inc 

Swett Iron Works, A. L 


Thatcher Co 

Toledo Pipe Threading Machine Co 
Trenjer Specialty Co 

Trenton Brass & Machine Co 
Tryco Products, Inc 

Universal an Boiler Co 
VanArnam Mfg. C 


Elmira, N. Y. 
New York City 


Orange, Mass. 
Trenton, N. J. 
Grand Rapids, Mich. 
Framingham, Mass. 
Trenton, N. J. 


Cleveland, Ohio 
Los Angeles, Cal. 
Detroit, Mich. 
Milford, Mass. 


Harrisburg, Pa. 

Racine, Wis. 
New York City 
New York City 


Bradford, Ills. 


Westfield, Mass. 
Ravenna, Ohio 
Fort Wayne, Ind. 
g- Willimantic, Conn. 
Wade Iron Sanitary Mfg. Co Chicago, IIls. 
Walworth Co 
Warnock Mfg. Co 
Warren Tool & Forge Co 
Washington Metal Products Co 
Wesely Co., Chas 
Wheeling Machine Products Co 
White-Steel Sanitary Furniture Co 
Whitlock Coil Pipe Co 
Wilks Mfg. Co., S. 
Williams & Co., J. H 
Worcester Brush & Scraper Co 
**X’’ Laboratories 
Yeomans Bros. Co 


Worcester, Mass. 
Warren, Ohio 
Washington C. H., Ohio 
Chicago, Ills. 

Wheeling, W. Va. 
Grand Rapids, Mich. 
Hartford, Conn. 


Worcester, Mass. 
New York City 
Chicago, Ills 
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approximately 30 per cent below in April. Prices have 
not been changed. Early shipments can be made. 


NEW ENGLAND 


With the season underway during which the pace of 
the building program is ordinarily quickened, New Eng- 
land finds better reaction from the heretofore quiet con- 
ditions. This improvement, however, is laggard; it is 
not imbued with the momentum which was characteristic 
of previous years. The belief is expressed by many that 
no unusual volume of construction will attend during this 
year, and, with a normal state of affairs, an immediate 
rush at the outset is deemed inexpedient. Backward and 
varying weather conditions have given no assurance to 
some of those contemplating building, that the time is yet 
ripe for commencement. 

According to statistics issued by the F. W. Dodge Cor- 
poration, New England’s building and engineering con- 
tracts in April amounted to $42,537,000, which repre- 
sents a 5 per cent decline from March and 4 per cent de- 
cline from April of last year. An analysis shows that 
residential construction consumed 51 per cent of the 
above figures; public works and utilities, 13 per cent; 
commercial buildings, 13 per cent; industrial develop- 
ments, 9 per cent and educational buildings 7 per cent, 
while the remainder is not classified. 


This section is still a little ahead of last year in build- 
ing contracts. The aggregate for the past four months is 
$127,125,400, an increase of 2 per cent over the like 
period of 1926. It is reported that new work contem- 
plated during the month of April amounted to $47,187,- 
700, indicating a 12 per cent increase over the amount 
reported in March and a 28 per cent decrease from the 
amount reported in April of last year. 

Jobbers, for the most part, are not speculating on the 
future demands of their trade by forward buying, but are 
keeping their stocks at safe working levels and offering 
prompt deliveries. Manufacturers are generally in posi- 
tion to make immediate shipments, which, they report, 
are invariably requested on orders received by them. 
Some soil pipe foundries issued new prices this week in- 
volving an advance. The lower prices announced a week 
ago, on staple bowls of the washdown type and on tanks, 
is the only change in the market for this product. 

Soil Pipe 

The past week’s activities in the soil pipe market, as 
noted by one foundry, involved a shortage in 4-inch extra 
heavy pipe and a withdrawal of former prices, followed 
by a price advance. The increase in prices has not been 
generally reported at this writing, but two Northern foun- 
dries have issued new quotations to jobbers which in- 
clude an advance. No coverings are being accepted by 
the maker first mentioned, but foundries on the whole are 
enjoying very satisfactory business. Wholesalers show 
ability to keep abreast of demand and are rebuilding 
their stocks which, up to this point, have not been large. 

Steel Pipe 

The consumption of steel pipe is very nearly normal 
for this time of the year, slight increases being noted by 
some distributors. Mills report that, while no radical 
changes in their shipping schedules are noted, they are 
moving fair tonnage to jobbers’ warehouses and these de- 
liveries are effected promptly. The supply and assortment 
at local distributing points are good. No price changes 
have been announced. 

Wrought Iron Pipe 

Mills are producing at almost to the extent of their ca- 

pacities, accumulating reserve stocks in anticipation of 
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increasing demand during the coming- months. A per- 
ceptible betterment was felt by one mill in the volume of 
business received last week, while generally satisfactory 
conditions obtain with others. Jobbers are carrying well 
varied but only moderate sized stocks, being assured of 
prompt deliveries from mills. Prices are firm and have 
not changed. 
Enameled Ware 

Better demand from plumbing contractors is responsi- 
ble for a quickening in turnover of wholesalers’ stocks, 
which in turn is reflected in an increase of car load busi- 
ness being booked by makers. The latter have well 
equipped their local warehouses to alleviate any shortages 
which might exist in jobbers’ stocks which, however, show 
good assortments in the more popular pieces of ware. 
Prices remain firm and unchanged. Deliveries from fac- 
tories are being made promptly. 

Pottery 

Future delivery business in pottery has gained no head- 
way, according to several leading potters. Operations 
calling for special ware are helping sustain the volume. 
Wholesalers’ orders are usually for replacement only, little 
car load business being placed. Jobbers’ stocks are well 
proportioned, and no difficulty is encountered in securing 
immediate deliveries from sources. Prices to the plumb- 
ing trade are unchanged since the reduction on staple 
bowls and tanks announced in the issue of May 7. 


Plumbers’ Brass Goods 

There are evidences of some fluctuations in prices to 
the master plumber, but there are no appreciable changes 
and no price changes have been announced by those man- 
ufacturers reporting. Orders placed by wholesalers are 
usually for present shipment or for June 1 delivery, but 
one manufacturer reports a revival in contract business, 
coverings being made for two and three months hence. 
Jobbers’ brass shipments are assuming better proportions 
and their stocks are being constantly replenished. Un- 
extended deliveries are granted by factories. 

Range Boilers 

More interest is being displayed by wholesalers as a 
quickening in demand from the plumbing trade is noted. 
Jobbers have sufficient stocks for the present and are be- 
coming more concerned over their future needs. A lead- 
ing maker reports larger volume so far this year than 
during the corresponding period of 1926. Although maxi- 
mum production obtains at his factory, he states that, due 
to continually increasing business received, some delay in 
deliveries has been felt. 

Reserve supplies at most other sources are generally 
good, as is production. The market is firm and there are 
no price changes. 

Boilers and Radiators 

The combined opinions of makers indicate better con- 
ditions. One notes a decided picking up of business over 
last week, while another finds a let-up in orders, but the 
consensus is that there was an improvement. The differ- 
ences in opinion are explained by the fact that customers 
have anticipated, in some instances, their early May re- 
quirements and have taken deliveries before the period- 
ical advance of May 1. Factory stocks are in good shape, 
enabling deliveries without delay. Prices are firm and. 
have not changed. 





The Widmer Plumbing & Heating Co., Portland, Ore., 
is installing the plumbing in a 17-suite apartment house 
at 2018-21 East Twenty-sixth street, North, in that city. 

The University Plumbing & Heating Co., Seattle, Wash., 
has been awarded the contract for installing plumbing 
and heating in a $300,000 apartment house being con- 


structed for Herbert Smith on East Fortieth street. 
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PACIFIC COAST 


Conditions along the Pacific Coast during the past week 
showed very little change from previous weeks. Generally 
speaking, however, there is more new work in prospect at 
the present time than at any previous time this year and 
consequently there is a more optimistic feeling among 
trade. The normal growth of the Pacific Coast from year 
to year assures a satisfactory volume of business and, at 
the present writing, there is nothing to indicate that this 
normal growth has been retarded in any way. Price con- 
ditions as a whole are stable. 


Soil Pipe 
The demand for this commodity continues mostly for 
small lots for immediate requirements which most dis- 
tributors can furnish without difficulty from stocks on 
hand. Some of the foundries announced an advance in 
prices on this commodity during the week, but no change 
has been made in Coast jobbers’ out-of-stock prices. 


Steel Pipe 

A normal demand for this commodity continues; normal 
for this period of the year. This demand, however, is 
divided up among so many distributors that each distrib- 
utor’s individual sales are not any too large. Stocks in 
distributors’ hands are well balanced, and the require- 
ments of the trade can be taken care of without difficulty. 
Prices as a whole vary somewhat, but remain unchanged 
in the different jobbing centers. 

Enameled Ware 

There is very little if any change in regard to this com- 
modity, the retail and wholesale trade purchasing only 
when actually required. Jobbers’ stocks are being kept 
at a minimum as prompt deliveries can be obtained from 
all manufacturing sources on the Coast on all require- 
ments. Prices to the trade remain unchanged. 

Pottery 

There is a fairly active demand for this commodity, 
which distributors can fill from stocks on hand or obtain 
from nearby manufacturing sources without delay. Re- 
cent price declines have not influenced the trade to any 
extent, to do forward buying, and all purchasing is being 
done only as a definite need is created. 


Plumbers’ Brass Goods 
There continues a good demand for this commodity 
which, however, is being distributed by so many different 
agencies that the individual distributors’ sales are gradu- 
ally becoming less. Prices remain unchanged. 


Range Boilers 
There is no change in the demand for this commodity. 
In California, in most of the larger cities, the demand for 
combination heaters exceeds that of range boilers and is 
continually increasing. 


The Metal Market 


Average Average Average 
May 9 Mar., 1927 Jan., 1927 1926 
PIG IRON— 

No. 2 foundry, Chicago, 

oy a eee $20.00 $20.00 $20.90 $21.65 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 

burgh, per lb........ 1.85¢ 1.90c 1.90¢ 1.89¢ 
Blue annealed _ sheets, 
No. 10, Pittsburgh, per 


errs eee eee 2.30c 2.20¢c 2.25¢c 2.40c 
Black sheets, No. 24, 
Pittsburgh, per Ib.... 3.00¢ 2.90c 2.95¢c 3.17¢ 
TIN— 


DUPAIGO (1G 6s kcaccvedee C80 
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COPPER— 
Prime Lake, f. o. b. re- 
RENE. vaies eben dee eke 13%e 
Electro, delivered ..... 13%ec 
LEAD— 
IIR si eke ode e ews 6.40c 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb. Per lb. 
Aluminum clippings....18 ec Camper, MEME ..ccccces 9%e 
re ren ae 49 ¢ Copper, uncrucibled 
meme, Te oc h0-08 406 6%4c MN Seas ae atdis casein 6 a 10\4e 
Brass, heavy mixed.... 8%c Faucets and valves.... 74c 
PEGE, COO. asic ds cases 9%4c PT 4c 
Copper, crucible ...... 10\4c Boider JOIMtS ons cvcccce 84%e 


NOTE: ‘Prices are those quoted on Tuesday of this week. 


The Stock Market 


Quotations furnished by Frazier. Jelke & Co., Chicago 








Par 1927 

Value High Low Quotations of May 9, 1927 * Bid Asked Last 
25 126 11044 American Radiator Co.,com............ A 12514 12554 125% 
100 135 133% American Radiator Co., pfd........ cocceeed 184 «6185S 1188 
50 484% 45 Anaconda Copper Mining Co. es A 45% 46% 46 
NP 31% 30 Brunswick-Balke-Collender Co. aE PE oe 30% 30 
NP 68% 62 A. M. Byers Co., com........ , .A&F 614% 62% = 62 
100 107% 106 A. M. Byers Co., pfd............ .....A&F 107% 108 10534 


100 120 115% Century Electric Co., com........ rere 116 
100 103 101 
474% 48448 
334% 338% 338% 
47% «484% «48 

> 117% 118% 118 
90 95 90 


G 
100 106 101 Century Electric Co., pfd..................+. G 
50 48144 4374 Chicago Nipple Mfg. Co.,“A”.............. B 
50 3334 381 ‘Chicago Nipple Mfg. Co.,“B”..............B 
25 «52 47 Crane Company, com.... © 
100 118% 117 Crane Company, pfd.... - Cc 
100 ©6690 8414 Detroit Brass & Malleable Works D 
20 30 261% Eagle-Picher Lead Co................... I 27% 27% 27% 
NP 4234 3934 Fairbanks, Morse & Co., com........ A 41 41% 41 
100 112 107% Fairbanks, Morse & Co., pfd.................A 110 111% 110% 
NP 7354 60 Johns-Manville Corp........................B 651% 653% 65144 
100 161 100 Jones & Laughlin, com,.....................F 1558 156 15584 
100 120 117 Jones & Laughlin, pfd..... F 122 128 124 
10 1914 16 Michigan Copper & Brass Co. D 18 19 18% 
100 200 160 National Lead Co., com. A 192% 193% 193 
100 130 117% National Lead Co., pfd. A 129% 130% 130% 
H 
H 
D 


100 106 102 Ohio Brass Co., pfd... 106 ee 
NP 84% 771% Ohio Brass Co., “B”..... ; ‘ ae 81% 81% 82 
100 108 100% Penberthy Injector Co., pfd................. MO execu 10014 
25 2 20 Piss B. OF. Oe, CO OMB i TE DD cccite 25 
100 101 99 Pierce, B. & P. Mfg. Corp., pfd....... U 99 103 101 
NP 25% 2114 Richmond Radiator Co., com. B 2l 214 21% 
NP 54 46 Richmond Radiator Co., pfd. B 5l 514% 51 
100 65 60  Scovill Mfg. Co, U 58 60 59 
25 6 82144 Standard San. Mfg. Co., com. F 82 85 83 
100 118%{ 113% Standard San. Mfg. Cq,, pfd. F 115 ~~ 
ES er Trenton Potteries Co., com. U 45 55 50 
100 a ..... Trenton Potteries Co., pfd..... U 95 105 100 
100 22814 202 U.S. Cast Iron P. & F. Co., com........ A 227 230 228 
100 115 112 U. S, Cast Iron P. & F. Co., pfd...... A 113 115 11314 
NP 42 3814 U.S. Radiator Corp., com,............ D 38 3814 3814 
100 101 99 U.S, Radiator Corp., pfd. D 97 99 99 


100 65% 53% U.S. Rubber Co., com, A 53% 544% 54 
100 111% 107% U.S. Rubber Co., pfd. A ill 111% 111% 
100 172% 15344 U.S. Steel Corp., com. A 169 169% 169% 
100 133 129 U.S. Steel Corp., pfd... A 130% 131% 131 
NP 27 18 Walworth Company......... on ...--A 22% 22% 22% 
NP 153% 11% Williams Oil-O-Matic Htg. Corp............. Cc 


1034 114 11% 
NP 7 ae Sg 8! C 43% 54 5 
NP 9744 88% Youngstown Sheet & Tube Co,........... A 88% 888% 884 
*Where listed— 
A—New York Stock Exchange F—Pittsburgh Stock Exchange 
B—New York Curb Exchange G—St. Louis Stock Exchange 


H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 


C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 





The Witter Plumbing & Heating Co., of Moscow, Idaho, 
was awarded the contract for plumbing and heating on the 
Interstate Utilities Co. building in that city. Its bid was 
$4,735. 

A citizen’s bank building will be started soon in The 


Dalles, Oregon, according to P. J. Stadelman, president 
of the bank. William R. Grant, architect, of Seattle, 


Wash., is completing the plans. 





nS wes 





RETIRES FROM RANGE BOILER FIELD 


The Detroit Range Boiler & Steel Barrel Co. of Detroit, 
Mich., under date of May 6 announces that it retired from 
the range boiler field on May 1, and discontinued the 
manufacture of range boilers, which had been part of its 
work for thirty years. The company is not going out of 
business, but will continue to manufacture automatic 
water heaters at its plant in Toledo, Ohio, to which city 
it is also moving its executive offices, having sold its plant 
in Detroit, Mich. The company has for many years had a 
plant in Toledo, Ohio, for the manufacture of steel bar- 
rels and steel drums, and it will in the future devote all 
its energies to the manufacture of these products and its 
water heater. ‘ 





PITTSBURGH SALESMEN ELECT OFFICERS AT 
ANNUAL MEETING 

Meeting at Hotel Henry in Pittsburgh, Pa., on Friday, 
May 6, Chapter No. 9 of the Plumbing and Heating Sales- 
men’s Association elected the following officers: President, 
J. E. Mechling, Standard Sanitary Mfg. Co.; vice -presi- 
dent, Frank Richards, Bryant Heater & Mfg. Co.; secre- 
tary, A. E. Sloan, Bailey-Farrell Mfg. Co.; treasurer, 
E. W. Stitt, Hoffman Specialty Co. 

The board of directors for the coming year will be: 
R. J. Maggi, R. Payne Wettstein of ‘‘Domestic Engineer- 
ing,’’ and Al Hepting. Delegates to the national conven- 
tion of the salesmen: R. J. Maggi, Ed Kunde and Al Hep- 
ting. Alternates: Jerry Donahue and E. H. Kunde. Allot- 
ment of $50 to each of the delegates to cover expenses at 
the convention was approved. 

Committee chairmen appointed by the new president to 
serve for the current year were: P. F. Maginn, rules com- 
mittee; F. A. Vance, membership committee; Jos. H. 
Warne, audit committee; R. Payne Wettstein, lecture and 
publicity committee; Jerry Donahue, entertainment com- 
mittee; A. E. Sloan, employment committee, and W. G. 
Simpson, sick committee. 





YORK GOLFERS HOLD FIRST 
MEETING 


Fifty members were present at the first annual dinner 
of the Western New York Trade Golf Association, held 
April 28, at the Buffalo Athletic Club, Buffalo, N. Y. The 
plans for the season were formulated, and it was decided 
to hold the first tournament at the South Shore Country 
Club on May 12. Albert A. Ahlff is president of this 
association, George Crane is vice president and secretary, 


and William Martin is the handicapper. 


WESTERN NEW 





NOTED TRAVELER TO ADDRESS TRENTON MASTERS 

The educational committee of the Master Plumbers’ As- 
sociation of the City of Trenton, N. J., has arranged a 
treat for association members during the week of May 16. 
The committee will have Dr. John W. Ruskin, noted 
traveler and explorer, give an illustrated talk on the 
Arctic region at a supper meeting, the exact date to be 
announced later. 





MILWAUKEE HOLDS SUCCESSFUL MAY PARTY 

Seventy couples attended the May dinner-dance held by 
the Milwaukee Master Plumbers’ Association at the Mil- 
waukee Elks’ Club on Wednesday evening, May 4. It 
was one of the most splendid social functions ever held by 
the association and everyone pronounced it a great suc- 


cess. The dinner started at seven o’clock and following 
it there was dancing until twelve-thirty o’clock. Walter 


Tesch, as chairman of the entertainment committee, was 


in charge of the party. 
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NEW ENGLAND OPENS GOLF SEASON 


In spite of a drizzling rain in the morning and cloudy 
weather in the afternoon, seventeen members of the New 
England Metal Products Golf Association turned out for 
the first meet of the season as well as the annual meeting 
of the association. 

This meet was held May 5 at the Wollaston Golf Club, 
Montclair, Mass., which is one of the oldest courses around 
Boston and by no means an easy one. With the additional 
handicap of inclement weather, the scores ran high. Wil- 
liam Taylor and Arthur Beal tied for the low net in the 
morning, Taylor winning by the toss of a coin. 

In the afternoon Herbert W. Thorndike and William 
Thayer tied for low net. Thorndike won the toss, giving 
him first place. 

At the annual meeting in the evening, the popular presi- 
dent, Robert E. Sargent, and Secretary-treasurer John S. 
Nicholl were re-elected. Harvey L. Doten was appointed 
handicapper, and the membership committee consists of 
H. D. Nickerson, Herbert W. Thorndike and W. H. 
Thayer; Captain W. H. Thayer; and the Golf Meeting 
Committee consists of J. S. Nicholl, M. W. Dennison, R. E. 
Sargent, H. D. Nickerson and W. H. Thayer. One new 
member, Fred Eggleston, of Youngstown Sheet & Tube 
Co., was elected. 

It was voted unanimously that the president, secretary- 
treasurer and Herbert W. Thorndike be appointed a com- 
mittee to write a letter to A. M. Maddock, Philip Faherty 
and E. S. Aitkin, congratulating them on the judge’s deci- 
sion in the potters’ case. These gentlemen have frequently 
played golf with this association and are known person- 
ally to most of the members. 

Members also voted to send $50 to the Red Cross for 
the relief of the flood sufferers. 

It was decided to hold the next meet May 19 at Charles 


River Country Club. 
The following are the scores for the day: 


Morning 
Gross Hdcp. Net Gross Hdcp. Net 
TORO 450055 103 18 85 Donoghue ... 96 8 88 
Nicholl ..... 106 10 96 Hubbard ....120 20 100 
eee ae 95 10 85 Thorndike ..108 14 94 
GEPOTR. ciias 109 20 89 Whittemore..111 (Guest) 
Thayer ..... 93 6 87 Bloom ...... 120 30 90 
Sargent ..106 10 96 
Afternoon 
Gross Hdcp. Net Gross Hdecp. Net 
Hubbard ....119 20 99 Sargent ....105 10 95 
Thorndike ... 99 14 85 Donoghue ... 95 8 87 
reer 121 30 91 Elliott ..... 107 20 87 
_. Prrere rr 98 10 88 Biaevey ..6.< 117 18 99 
Osborn ..... 100 20 80 Bradshaw ...110 20 90 
Nicholl ..... 103 10 93 Dr. Chesebro.113 14 99 
THe oiavcs 104 18 86 Oe <i iwatey 115 20 95 
ee 91 6 85 Wade .cevers 108 16 92 





MICHIGAN TRADE GOLF ASSOCIATION HOLDS FIRST 
° MEET 

Michigan trade golfers opened their season at the Red 
Run Golf Club, Detroit, Mich., Tuesday, May 3. W. S. 
Killam, president of the General Brass Co., was host for 
the day, and sixty-two golfers teed off for the round. Mr. 
Killam won the first prize for the day with a net 73. 
Second prize was won by Harold Taylor, who tied with 
James Walker with a net 74. Seventy-five won third prize 
for Charles Kansler, and Randolph Peckham won fourth 
prize with a net 76. Kickers’ prizes were awarded to 
Charles Darwin, Richard Read and Charles Brandon. 

Edwin Sterner extended an invitation to the association 
to play at the Flint Golf Club, Flint, Mich., some time in 
the near future. James Chambers invited the association 
to play at the St. Clair Golf Club, Mr. Kempt asked them 
to play at the Gowanie Country Club, and the Tam O’Shan- 
ter Club was offered by Mr. Brown. 




















cn my | 


27 May 14, 1927 DOMESTIC ENGINEERING 69 


» | FREE--With order for One Brunswick i 
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* | White Seat--at Special Showroom Price--$6.75 
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oil burning 


Now, you can offer summer homes continuous hot water. 


Make big profits from these off-season installations 


a years you have been waiting for an 
automatic water heater, burning oil. 
Here it is . 
Heater... 
that is fully automatic, that never needs at- 
tention, except occasional refilling with oil, 
and yet can be absolutely depended upon to 
keep a full tank of water piping hot .. . all 
day and night. 
Think what this means to 
many of your customers who, 
every summer, leave behind the 
luxury of steady hot water; 
who for months must put up 
with makeshift water-heating 
devices. Thousands of such 
people welcome the new Flor- 
ence Thermostat Water Heater 
as the biggest plumbing 1m- 
provement in many years. 
All you need to do is to go 
after these thousands of pros- 
pects who want continuous hot 
water in their summer homes. 
Every bungalow, cottage or 
camp that has a boiler can use 
the new Florence Thermostat 
Heater. The owners of these 
summer homes will be eager to 
hear about this wonderful new 
summer convenience . . . this 
new automatic water heater 
that can be installed in such 
short order, without fuss or 


trouble of any kind. 


.. the Florence Thermostat Water 


the only oil-burning water heater 


The Florence Thermostat Water Heater is 
easy to set up. Standard directions sheet, 
with complete diagrams, is packed with 
every heater. There is nothing to get out of 
order . . . no complicated mechanisms. No 
new tapping or drilling and no special tools 
are required. Any plumber can install this 
new heater, and you make a satisfying profit 
from both sale and installation. 
Never before has there been 
such an opportunity for new 


plumbing business at this sea- 
son of the year. Not only do 
you get unusual summer profits, 
but you build good will with 
your customers when you sell 
the Florence Thermostat Water 
Heater. While the season 1s 
still young, send in the coupon 
for the complete story about this 
new way to summer business. Do 
it now, before you turn the page! 
[n addition to the Thermostat 
model, Florence Oil Burning 
Water Heaters are also made 
in standard 1-burner and 
2-burner non-automatic models. 
Order from your Plumbing Sup- 
ply Jobber, or manufacturer's 
nearest branch. 
FLORENCE STOVE CO., Park Square Building. 
Bosssn, iMacs. 
Division Orrices: New York, Chicago, Atlanta, 
Baltimore, New Orleans, Dallas, San Francisco, 
Detroit, Columbus, Kansas City. 


Also makers of Florence Ovens, Florence Oil 
Ranges and Florence Room Heater 
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an automati 
water-heate 





1. The diagram at the right shows how 
the new Florence Thermostat operates. 
When the asbestos kindler is ignited, 
the intense heat from the powerful 
Florence burner is instantly focused on the 
spiral copper tubing, in which the water is 
heated. As the tank quickly fills with hot 
water, the thermostat-controlled copper 
bellows expands and raises the burner 
bowl, lowering the flame. Thus the heat 
is lessened, and only the small pilot flame 
remains to maintain a full tank of hot 


water at just the right temperature. 


2. Also it can be controlled entirely by 
hand; or 


3. used as an automatic shut-off heater. 
















THE SATURDAY 
EVENING POST 


JUNE 4 





FULL-PAGE advertise- 

ment will appear in the 
three million copies of the June 
4th Saturday Evening Post. 
Your customers are just the 
sort of people who will read 
this page. Almost all of them 
with summer homes will cer- 
tainly want to see the new 
Florence Thermostat Water 
Heater. Be prepared to give 
them a demonstration. Order 
from your nearest supply house, 
or write us direct. 











Don’t miss this unusual opportunity for 


summer profits. Mail the coupon today! 
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Oil Burning 
Water Heaters 


Florence Stove Company 








Park Square Building, Boston, Massachusetts 
Gentlemen: Send me complete information about the 
new automatic Florence Thermostat Water Heater. 
Firm 


Street 


City- State 
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- Georgia to Work for State Code 
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(Continued from Page 36) 


troubles which make a master plumber’s life hard if he 
doesn’t correct them. They are: Improper estimating; de- 
sire for volume instead of profit; lack of merchandising 


‘With the lV Wedge Core | methods; slackness in collecting; unbusinesslike office 

tno e.e practices; lack of local advertising for the education of 

onnes eons the public to the importance of sanitary plumbing and 
RADIATOR 


scientific heating; failure to embrace the helps offered by 
the Trade Extension Bureau and the business papers in 
the field; lack of faith in and co-operation with fellow 
members, including lack of consideration for home town 
bidders; lack of co-operation with the association and 
failure to make use of its services; slackness in attending 
association meetings and tardiness in paying dues. 

“Be a 1927 model of business man in 1927,” he advo- 
cated, and said, ‘‘Keep ahead of current business if you 
possibly can, but keep up with the industry at the very 
least. The public is interested in health, sanitation and 
comfort as never before, and if we are to get our share of 
the public’s purchasing power, we have to keep ahead of 
the times.’’ He also said that showrooms, show windows 
and aggressive selling methods are the characteristics of 
the 1927 merchant. He paid tribute to the business 
papers and counselled his audience to keep in touch with 
| the new developments in the field through the publica- 
in the industry. ‘“‘The 1927 merchant reads his 


For Operating Steam Pressure from o to 125 lbs. 
No reducing valves necessary—greater range of flexibility and capacity 
—smaller pipe lines to lower installation cost. 


Cannot be damaged by contraction or expansion strain—even freez- 
ing cannot harm it. 


Leak-proof, rust-proof and indestructible in service —your ideal of a 
trouble-proof efficient Unit Heater. 


Many other reasons, each distinct and exclusive, why the Herman 

Nelson Unit Heater can best serve you for heating 

Factories - Mills + Railroad Shops - Roundhouses 

Warehouses + Garages - Gymnasiums - Auditoriums 
are contained in Bulletin G. It is free for the asking. Address 


THE HERMAN NELSON CORPORATION 
MOLINE Mint ailidie ILLINOIS 





UNIVENT and the HERMAN NELSON INVISIBLE RADIATOR 




















| tions 
business paper,’’ he said, ‘‘and if we are to be 1927 mer- 
chants we must do the same.” 

| Mr. Longley outlined the work of the manufacturers’ 
| co-operating committee of the National Trade Extension 
| Bureau, and told of the plans to enlarge the scope of the 








The water softener market | 


is ready 


OOD Housekeeping Maga- 

zine, whose advice on home 
management is followed by thou- 
sands of women, is broadcasting 
the results of an investigation 
which showed soft water in the 
home to be invaluable for laun- 
dering, dishwashing, bathing, and 
hair washing, 
Crane domestic water softeners 
make water soft and pure as fall- 
ing rain economically available 
to modern homes. Into these 


homes Crane advertising is carry- 





Two groups of master plumbers and their guests attending 
the Georgia convention 


bureau during the year. He said that the National asso- 
ciation had made a generous contribution to this fund, as 





ing the news of this improvement. 
The market is waiting for plumb- 
ing contractors and dealers. Write 


for full facts and figures on the 
selling plan. 


CRAN 


CRANE CO., 836 S. MICHIGAN AVE., CHICAGO, ILL. 


Branches in all principal cities 





| of the bureau. 


) that organization. 


have several state associations. He closed with an appeal 
for the support of the industry. 

At the conclusion of Mr. Longley’s talk, B. J. Seckinger 
of Atlanta offered a resolution to the effect that the 
Georgia association donate $100 to the enlarged program 
The resolution was carried. 


E. J. FLENTJE TALKS ON MERCHANDISING 


| EF J. FLENTJE of the National Trade Extension Bureau, 
e 


Evansville, Ind., told of some of the activities of 
He said that the center of sales possi- 


bilities for plumbing and heating equipment has shifted 





~ 
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Hiring an Accurate Plumbing Estimator 
for Ten Dollars Per Year 


You can “hire” this accurate plumbing estimator for This insurance against loss due to variation on the 
ten dollars a year. It js the Clow Bulletin, and is price of materials, can save you many, many times 


helping to make fast and accurate estimates for over the purchase price—fen dollars. 


5000 plumbing contractors each year. The Clow Bulletin describes, illustrates and prices, 


all modern appliances commonly used by the plumb- 
ing trade. For inventory taking it saves you money for 
buying and for checking invoices. 


Containing over 450 pages, arranged and indexed 
for quick reading, it gives the latest price and fixture 
information, supplemented by loose-leaf special sheets 
of quotation and data. Send today and “‘hire’’ this accurate estimator. 
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Clow Bulletin 


SUBSCRIPTION 


We hereby subscribe for the Clow Bulletin at the rate of 83 cents per month ($10.00 per year). 

Upon receipt of the Binder and Bulletin pages we agree to pay, at the monthly rate, the proper amount to carry our subscription 
until September 1st, and we further agree to pay thereafter the subscription price of this Service ($10.00) annually in advance. 

And we further agree that the title of ownership to the Binder and Bulletin pages shall rest with James B. Clow and Sons and 
that upon our failure to renew our subscription at the end of any fiscal year (September Ist), or upon repayment to us by said 
James B. Clow and Sons at any time of the unearned portion of our subscription, we will surrender to said James B. Clow and 
Sons, or its authorized agent, the aforesaid Binder and Bulletin pages and this subscription shall be immediately terminated. 

Nothing in this agreement shall obligate James B. Clow and Sons to publish or maintain the Clow Bulletin, the subject of 
this agreement, except that if the public ation of the Clow Bulletin is discontinued after the receipt of our subsc ription we shall be 
repaid the amount of the unearned portion of said subscription. 
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AEG. U.8.PAT.OFP, 


Mail to . 


JAMES B. CLOW & SONS 
201-299 N. Talman Avenue, Chicago, III. 
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Mention Domestic EncINeERING when writing advertisers. 
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with Powers Shower Mixers 


There’s big money for the live Master Plumber 
who will present this wonderful Mixer to Golf 
Clubs, City Clubs, Hospitals, Hotels and other 
institutions, because it supplies an acknowledged 
demandfor a shower mixer that will regulate the 
temperature of the shower. That the Powers 
Shower Mixer fills the bill is attested by the rapid- 
ity with which it has been accepted and installed, 
to replace old fashioned mixers of all sorts. 

The Powers Shower Mixer keeps the 


Safety temperature of the water where the 


bather wants it. No chance of getting scalded. 
No slipping and falling on wet tile floors while try- 
ing to escape a sudden change in the temperature 


of the water. 
No waste of time trying to get 
Comfort water at the right temperature. 
When handle of a Powers Shower Mixer is turned 
to WARM, the water does not run hot one min- 
ute, and cold the next. It remains where wanted 
until the position of the handle is changed. 
Names of hundreds of users 
Free Book who have brought their 


showers up-to-date with Powers Mixers appear 
in our new 20-page book. It contains valuable 
information on showers—information that has 
money-making possibilities for Master Plumbers. 
May we send you a copy? 





The Powers RegulatorCo. 
2716 Greenview Ave. Chicago 
36 Years of Specialization 


in Automatic Temperature 
Control— Offices in 36 cities 





SHOWER MIXER 

































| industry in the South were going through a renaissance 


| and occupy in the public mind the position to which his 
| worth-while contributions to civilization entitle him. 


| business should be a reflection of the progressive spirit 


} dustry’s products and the services we have to offer, and 


ical characteristics, or talking in unintelligible terms. 
| This new tendency is making itself felt in increased sales,” 
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southward, with building activity ceasing to some extent 
in the North, and the more or less untouched field in the 
South. 

He continued by saying that the markets which 
were considered dormant years ago are now showing signs 


of feverish activity, and that the retail branches of the 


“We in the plumbing and heating industry must take 
advantage of an awakening public consciousness and ad- 
just our selling procedure to the standard other industries 
have created,’’ he said. He continued: “The master 
plumber must take his rightful position on Main street 


The 


outward appearance of the master plumber’s place of 


which animates the plumbing merchandiser. Public con- 


sciousness should be constantly impressed with our in- 








Officers of the Georgia State Association of Master Plumbers 

J. C. Humphrey of Savannah, secretary; Frank Campbell of 

Augusta, treasurer; T. H. Brittingham of Augusta, vice presi- 
dent; E. H. Broderich of Savannah, president 


this impression can best be gained by show windows, 
sales rooms and a judicious use of advertising. 

“Faced with the growing competition of other indus- 
tries for the consumer’s dollar, the master plumber and 
heating contractor has seen the necessity for talking to 
the public in its language. The successful merchandisers 
in our industry are now talking of what our equipment 


will do for the consumer rather than featuring mechan- 


In closing he told of the service the 
bureau had rendered other plumbing and heating con- 
tractors, and urged the members to take advantage of 
the sales and merchandising helps offered by the various 


departments of the bureau. 


Mr. Flentje stated. 


Dr. C. L. Riley of the Georgia state board of health 
gave an interesting talk on ‘“‘Health and Sanitation.’’ He 
spoke on the history and development of sanitation, and 
told of some of the discoveries made in that line. 


ENTERTAINMENT FEATURES 

HE first evening of the convention was devoted to 4 

dinner and dance at the Lanier Hotel. On the second 
evening the delegates and guests repaired to the park ad- 
joining the Macon water works, and sat down to a real 
Southern barbecue. The convention was in charge of 4 
committee of Macon master plumbers composed of L. R. 
Newby, H. H. Darby, J. Miller, T. L. Wood, W. J. Brown, 
W. P. Bennett, J. Roller and R. Williams. The next con- 
vention will be held in Savannah. 
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Unscrew the legs, lock them in the cise 
and the vise 15 easy to toss on the truck 
or carry right to the work. 





Ficet Pipe Wrenches—the 
wrench with the housing guaranteed 
against breaking or warping. 








The Bien (tS Pipe Cutier has a 
removable thin hammered steel blade 
like a safety razor —that cuts better, lasts 
longer and costs a third as much. Ask 
your jobber. 
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PIPE VISES 
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crushins 


They are all made with pipe rests 


and pipe benders, making them 
handy and easier to work with 


=le=z=( Vises are made in 6 patterns 
to meet all needs — bench, post 
and stand in both chain and 
yoke types. Buy 
one from you! 
jobber. 


Chain Vise Stand 
| Capacity 1%" to 5”. 








THE RIDGE TOOL CO. 
DEPT. D :: :: ELYRIA, OHIO 
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Comfort... where 


= comfort counts 
for health 


| —, ATURE responds to an easy, comfortable position 
on the toilet by performing her eliminative function 


freely and fully. 





























Durock Elongated-Bowl-and-Seat Toilets induce regular, 
normal action just as surely as a comfortable bed 
brings sleep. 

Any tendency toward constipation is fostered by the 
cramped, constrained attitude imposed by ordinary toi- 
lets with short, round bowls and seats. On the other 
hand, the elongated bowl and seat, with the freedom and 
relaxation it permits, helps to correct any such disposition. 





These bowls and seats are from 3 to 4 inches longer than 
those in old-fashioned, conventional toilets—and the 


L \ a> 
water-surface within the bowl is correspondingly in- 
creased in area. (See illustrations.) More sanitary, as 
a ao am" well as more healthfully comfortable. 
This diagram shows the Ace) &, ) ( ( \} Durock toilets with this valuable new feature are made 


comparative size and shape in several styles, with a range of prices to meet various 


of the ordinary toilet bowl Fe requirements. All have Durock tanks as well as bowk, 


and a Durock toilet bowl. 
and white celluloid-surfaced seats with covers. 














Here is shown the ordi- 


nary toilet seat in compar- P . 
ison with a Durock toilet There are many home-owners in your territory who 


seat. Note openings. would be glad to have their old-fashioned toilet replaced 
by one of the four Maddock models with elongated bowI- 
Tell your customers of the slight extra cost and-seat, if you will tell them how little it costs. 


for much extra value 


If you leave your customers to guess at the extra cost of a THOMAS MADDOCK’S SONS COMPANY 
Maddock elongated bowl-and-seat toilet they are sure to f : ; 

pue _ ~— and ~ Nae quality sale. But when ~ Oldest Sanitary Potters in America 
tell them how little the elongated bowl costs over the 

ordinary type, it makes the job of salesmanship an easy Trenton, New Jersey 
one. So, make a point of the price. 


MADDOCK 


—, DUROCK Pathroom ©quipment 


mm ee eee He ee eee ee ee 


THOMAS MADDOCK’S SONS CO., Trenton, N. J. 


This booklet, “The Two Vitally Important Fixtures in the Bathroom”, also illustrated letter, will help you tell your prox 
pects about Durock Toilets and Lavatories. Attach this coupon to your letter or billhead and mail to us for copies. 






THE LAVATORY 




















7 pro 
copies. 








AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








OPENS NEW BOSTON OFFICE AND 
DISPLAY 

Crane Co. announces new office and display rooms at 
799 Boylston street, Boston, Mass., where a complete dis- 
play of plumbing fixtures for bathroom, kitchen, pantry 
and laundry has been arranged for the convenience of 
master plumbers, house owners and architects. Included 
are grouped units, showing artistic arrangements for bath- 
rooms and kitchens. The local warehouse will remain at 
48 West First street and no stock will be carried at the 


new headquarters. 


CRANE CO. 





APPOINTED GENERAL SALES MANAGER 

John W. Jones has been appointed general sales man- 
ager of the Handon Boiler Corporation of New York City. 
Mr, Jones was for seven years connected with the Abram 
Cox Co. of Philadelphia, the last three as assistant sales 
manager, and for the past year has been New York man- 
ager for the Republic Radiator Co. The Handon Boiler 
Corporation has also sent out a notice to the trade, in- 
forming interested persons of the change in address of its 
main office, which has been moved from 101 Park avenue 
to 50 Broadway. The new quarters are larger than the 
old office. 





OPENS SUPPLY HOUSE IN SYRACUSE 
Boysen Brothers, 524 North Salina street, Syracuse, 
N. Y., are entering the wholesale plumbing business in 
that city. 





NEW BRANCH FOR BROOKLYN WHOLESALERS 


A large crowd of master plumbers, fellow wholesalers 
and manufacturers visited 1841 Pitkin avenue, between 
Sackman and Powell street, Brooklyn, Saturday after- 
noon, May 7. The occasion was the opening of a new 
Brownsville branch at that address by the Bleiberg Plumb- 
ing Supplies, Inc., who maintain headquarters at 415 
Broadway, Brooklyn. The customary entertainment and 
refreshments made the visit of the guests enjoyable. 





HACKENSACK, N. J., WHOLESALERS PLAN WEST- 
WOOD BRANCH 

The E. F. Howell Mfg. Co., Hackensack, N. J., expects to 
break ground in the near future for the company’s new 
branch to be opened in Westwood, N. J., where a modern 
plumbing and heating supply house is to be erected. The 
company some time ago purchased a plot on Broadway, 
hear the railroad station, for the branch. 





NEW REPRESENTATIVES FOR CHICAGO MANUFAC- 
TURERS 

Yeomans Brothers Co. of Chicago announce that the 
Texas Engineering Co., 925 Electric building, Houston, 
Tex., Dillard Engineering Co., 612 Construction Indus- 
tries building, Dallas, Tex., and Heating & Ventilating 
Equipment Co., Builders & Traders Exchange, Grand Rap- 
ids, Mich., will from now on handle the complete lines 
of equipment manufactured by this company. 


NI 
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CO-OPERATIVE ADVERTISING IN PHILADELPHIA 

Co-operative and prestige-building advertising, partici- 
pated in by the master plumbers’ association, wholesalers’ 
association and manufacturers and manufacturers’ repre- 
sentatives of Philadelphia, Pa., was the subject of discus- 
sion at a dinner and meeting held Friday night, May 6th, 
at the Manufacturers’ Club for the purpose of studying 
trade conditions existing in the Philadelphia market to- 
day. 

Twenty-four manufacturers, fifteen master plumbers 
and twenty-two wholesale houses were represented when 
A. A. Tomlinson, chairman of the wholesalers’ committee, 
called the meeting to order. He said, in part: ‘“‘Committees 
from the local association of master plumbers and the job- 
bers’ Association unanimously agree that competitive con- 
ditions in this market are deplorable and something should 
be done in:a constructive manner to see if we can not 
improve the situation. The most important question we 
have before us today is—how to increase our sales at a fair 
profit. Competition is keen and the business man who 
wishes to succeed must use modern, up-to-date methods of 
selling if he expects to secure his share of the money 
which is being spent by the people of this country. We 
not only have competition among ourselves, but we have a 
more intense competition from other industries. Unfor- 
tunately the plumbing and heating industry has not been 
getting its share and it is due primarily to the fact that 
we have not presented our goods to the public in an at- 
tractive manner. 

“Map out an advertising program, encourage the plumb- 
ing and heating contractor to merchandise goods through 
displays and co-operate with the city authorities to see 
that the goods are properly installed. These are some of 
the things I am sure would help the situation.”’ 

Mr. Tomlinson introduced Harry L. Stilwell, of Phila- 
delphia, prominent master plumber, who gave the plumb- 
ers’ viewpoint on the problem. He then read the follow- 
ing fourteen facts for consideration and ,action: 

Facts for Consideration and Action 


plumbing industry The manufacturer—the 
distributor—-the master plumber. 


1. The 
wholesale 


is: 
2. Movements, practices and methods that will injure any 
one group of this unit will, by reflex action, have a detrimen- 
tal effect on the other members of the unit. 

3. Therefore the manufacturer, wholesaler and master 
plumber should establish or follow no plan of action without 
first considering what effect it will have on the plumbing in- 
dustry as a unit. 

4. Modern methods of manufacturing are producing plumb- 
ing merchandise in ever increasing volume and it, therefore, 
becomes necessary to create a market in excess of the de- 
mand. 


5. The general public is not fully aware of the importance 
of sanitation and of the value of the plumber and of plumb- 
ing to the community and does not realize the comfort gained 
nor the increased value of real estate caused by the installa- 
tion of additional and better heating and plumbing material 
and fixtures. 

6. Modern business has proved that public opinion can be 
moulded for favorable action and that merchandise needed, 
and even merchandise not needed, can be sold through per- 
effort and continuously placed before the 


sistent properly 
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public through the spoken or the printed word.—“‘Advertis- 
ing pays” is still a working fact. 

7. If these points are facts, then the public can be made 
to realize that a washstand in a bedroom means comfort and 
convenience; that additional bathrooms will be both a com- 
fort and a good investment; that a home without modern 
plumbing and heating is not a home, but only a shell; that 
installation of plumbing material by other than a registered 
plumber is not only illegal but dangerous; that service is 
worth what it costs; that net profits in the plumbing indus- 
try are smaller than in many other lines of business; and that 
the “plumber joke” is a joke indeed. 

8. That it would not only be good business policy, as it 
has been absolutely proved in many other lines, but that it 
is a business necessity for the plumbing industry of Phila- 
delphia to enter a co-operative advertising campaign, using 
newspaper display ads and street car advertising, together, 
or one at a time. 

9. That money expended in a well managed advertising cam- 
paign is not money spent, but simply money advanced, which 
will return to the till through constantly increasing business. 

10. That a newspaper advertising campaign should not 
be considered unless an annual expenditure of $20,000 be ar- 
ranged for, for a period of preferably more than one year, 
and that a street car advertising campaign should not be 
considered unless on a quarter run basis, costing approxi- 
mately $10,000 per annum. 

11. That the manufacturers, through the distributors, 
should be induced to furnish three-eighths, the wholesalers 
three-eighths, and the master plumbers one-fourth of the 
money required to launch a well-planned advertising cam- 
paign. 

12. That a committee of three men from each group be 
selected to form an acting committee to be called “The Phila- 
delphia Trade Extension Committee,” and the required amounts 
be subscribed and paid over to the committee either in a set 
appropriation or in quarterly payments as selected by the 
individual subscribers. 

13. That wholesalers cut down their overhead by elimina- 
tion of individual showrooms and the establishment of a con- 
veniently located central showroom through combined par- 
ticipation, cost of maintenance, sales force in attendance, and 
installer’s commission to be figured in the sales price quoted 
on fixtures. 

14. Monthly meeting of manufacturers, wholesalers and 
plumbers was suggested. 


J. Harvey Borton, president of the Hajoca Corp., Phila- 
delphia, was the next speaker. He stated they were all 
desirous of finding some solution and stated this meeting 
should produce action. He gave several examples of other 
conditions that were rectified by all concerned working 


along constructive lines. 

M. J. Feeney, president of the Philadelphia Master 
Plumbers’ Association, spoke. He stated it was a big 
project which can not fail and asked for fairness to ome 
another. 

Ralph Endicott, of Endicott Company, Philadelphia, 
felt the jobbers should establish a building for a co- 


operative showroom where the manufacturers could dis- 














The new plant of the Economy Pumping Machinery Company, 
at 3431 West 48th place, Chicago, into which the company 
moved May 1 
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play their products and the plumbers could take the cus- 
tomers. He believes that advertising is the only means of 
correcting conditions. 

John A. Quinn said: “In thirty years’ experience this is 
my first opportunity to sit in with a group of manufac- 
turers and jobbers to study this condition. It is a step in 
the right direction. After the war, this direct-to-you 
merchandising started. They know nothing about the 
technical end of the business, but have good merchandising 
ideas. The condition is felt all over the country. The 
plumbers are just as guilty in allowing this as manufac- 
turers and jobbers. We must get contact with the public. 
If advertising will do it, we must do it.’’ 

A. M. Maddock, Thomas Maddock’s Sons Co., Trenton, 
N. J., thought the idea good, and stated his company was 
willing to co-operate. 

Harry E. Speakman, of the Speakman Co., Wilmington, 
Del., was impressed with the sincerity of the meeting and 
cited the changing conditions in other industries. His 
company, he said, would be willing to co-operate. 

Frank S. Hanley, secretary of the Eastern Supply Asso- 
ciation, said he felt the spirit of organization was splendid. 
He stated it is a battle of industries. He advised frequent 
meetings. 

Chairman Tomlinson then called for an open discussion 
from the floor. C. W. Wanger, president of Woodward- 
Wanger Co., Philadelphia, stated he did not feel that ad- 
vertising will help much unless proper atmosphere and 
background was obtained first. Advertising, in his mind, 
is only a part of the program and the need is to make the 
plumber a retailer. He urged the spirit of open-minded- 
ness. 

As the meeting was one for discussion only, and not 
one of doing anything definite, it naturally brought out 
many interesting high lights. William Ambrose, a master 
plumber, did not favor showrooms. 


Frank Horowitz, a wholesaler, was in favor of adver- 
tising and showroom. M. Feldman, John Wood Mfg. Co., 
Conshohocken, Pa., expressed himself a great believer in 
trade extension and in favor of merchandising. Herman 
Moser, a master plumber, has made considerable success 
with merchandising and told of his start, to prove that it 
can be done. R. C. Green, a wholesaler, was in favor of 
the whole plan. 

A. M. Maddock then told of the Trade Extension Bu- 
reau’s plan for a $500,000 campaign and how they were 
going to take one large city as a test city. He was asked 
to lend his influence to get the test in Philadelphia as a 
logical test city. 


George Uber, a master plumber, did not favor the show- 


room idea. Robert Pflug-Felder, secretary of the Phila- 
delphia Master Plumbers’ Association, gave some clear 
examples on the fourteen points and was in favor of the 
program. George Moeller, a master plumber, and Walter 
Walls, a wholesaler, were in favor of the plan. 

Then Chairman Tomlinson suggested a committee of 


nine, three from each group, for ratification. This com- 
mittee includes: Manufacturers, Charles Parry, Standard 
Sanitary Mfg. Co.; William Bland, American Radiator Co.; 
A. M. Maddock, Thomas Maddock’s Sons Co.; John Bitzer, 
Jr., alternate. Wholesalers, George Wobensmith, Hajoca 
Corporation; R. C. Green, R. C. Green Co.; A. A. Tomlin- 
son, Tomlinson Co. Plumbers, George Moeller, Harry Stil- 


well and John A. Quinn. 





WALWORTH SEATTLE BRANCH MOVES PIPE SHOP 


The Seattle, Wash., branch of Walworth Co. has moved 
its pipe shop from 2250 First avenue, South, to the main 
store at First avenue, South and King streets. 
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There is complete satisfac- 
tion in Myers direct from the 
well automatic water service. 
Here is the ideal way. It appeals 
to those who are considering 
modern water facilities for their 
homes or farms. Water pumped 
direct from its source of supply 
is fresh and cold—the pump 
operates only when water is 
being drawn and stops almost 
instantly when taps or faucets 
are closed. 


Automatic control, lower 
pressure levels than tank sys- 
tems, sufficient volume, posi- 
tive self - lubrication, housed 
working parts, ample strength 
and compactness, reduce opera- 
tion and maintenance costs, 
minimize wear and breakage, 


prevent accidents, provide a de- 











Take Off Your-Hat= 
/ Oo The K 
YERS 









DEEP WELL ‘ 


POWERWEAD 


DIRECT WATER 
SYSTEM FOR 
DEEP WELLS 













pendable water supply and as- 
sure long-time, uniform water 
facilities. 


Myers Self-Oiling Direct Water Systems are designed for both shallow 
and deep well installation, and have sufficient volume for all ordinary 
purposes. They are money makers for many of the most progressive 
dealers. Complete within themselves, except down or suction. pipe and 
lower cylinder, they are easily installed. Motor equipment meets local 
current requirements. They stand ready to demonstrate to your entire 
satisfaction their ability to increase your business during the coming 
months when the call for water systems is at its height. 


Let our salesman covering your territory tell you all about them. 
We are ready to act. Write or wire. 


THe F.E.MYERS & BRO.CO. 


ASHLAND, OHIO. 


Manufacturers for over Fifty Years of MYERS HONOR-BILT PUMPS for Every Pur: 





pose, 
WATER ieee Fey! and GRAIN UNLOADING TOOLS - BARN.FACTORY and 


E DOOR HANGERS- STORE LADDERS. Etc. 


Mention Domestic ENGINEERING when writing advertisers. 
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This ts the New 
Delmonicog 


4 i> NR 


An outstanding achievement, even 
on Fifth Avenue where you expect 
to see the best. The equipment 
throughout is of materials of proven 


merit. 








Cohoes Genuine Wrought Iron Pipe 
was used to insure that this build- 


ing will be free from pipe troubles. 


For over 72 years Cohoes 
has used the dependable 
hand puddling process 


which insures freedom 
from corrosion and rust. 


DELMONICO BUILDING 
N. E. Cor. 44th St. & 5th Ave., 
New York City. 
H. CraiG SEVERANCE, Architect 
H. Hatt MarsuHa_t, Engineer 
JAMES McCuLLAGH, 

Plumbing Contractor 


Every contractor should have 
a copy of our new HAND 
BOOK of pipe facts. Its free. 
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COHOES ROLLING MILL CO., INC. 


COHOES, NEW YORK 


Branch Offices: 
Philadelphia Fort Wayne Minneapolis New York Boston Norfolk 
Los Angeles Cleveland Kansas City Fort Worth 























May 14, 1927 DOMESTIC ENGINEERING 81 





THE PLUMBING AND HEATING TRADES GOLF ASSO- 
CIATION OF N. J. HOLDS FIRST TOURNAMENT ’ 
The youngest of the trade golf associations in the American ANTI-SYPHON 
plumbing and heating field, the Plumbing and Heating 
Trades Golf Association of New Jersey, launched a couple TRAP 
HEADQUARTERS 


of months ago in Newark, N. J., held its first tournament 
on Tuesday, May 3. Although young, the association 
Full Cast Body 
Ground Joint on Outlet 








proved to be virile and big for its age, as 31 members 
donned their knickers, dug out their golf clubs and even- 
tually addressed their respective balls from the first tee. 
This attendance is especially remarkable, in view of the 
fact that the total membership of the association is only 














The Best 


WE MAKE AN EX- 
TENSIVE LINE 














American Sanitary Mfg. Co. 
ABINGDON, ILL. 


























DEMING Triplex Power Pumps 
are built in capacities from 300 


gallons to 60,000 gallons per hour. 
Larger capacities on special order. 
For complete intormation about 
these and other famous Deming 
Power Pumps you need a copy of 
our General Catalog and Water 
System Catalog G. 

















THE DEMING COMPANY 
Established 1880 Salem, Ohio 





Top: J. E. Joyce, a master plumber of Newark; G. W. 
Sahlin, C. F. Church Mfg. Co.; F. R. Moody; R. Stickles, Crane 


Co—Bottom: Captain Edward M. Robinson of H. Romeyn HAND AND POWER PUM PS 


Smith, Ine.; President red Engelberger and Samuel F. Wil- 
son, Newark master plumbers; Joseph Buday, J. L. Stulsaft 
Co., and C. A. Falk, Chicago Pottery Co. 


approximately that number, the members turning out 4 reasons 


almost 100 per cent for their first meet. 
The day proved to be an ideal one for golf, after a 


slight rain early in the morning had caused the pessimists 
to declare that it would be typical tournament weather. E 
agle Super Flange 
While this shower kept many from starting early, nearly § P § 
everyone played at least nine holes in the morning and 
18 holes in the afternoon. : \ 
President Fred Engelberger was host of the day, the bn the new Eagle me, ll be S ‘ 
tourney being held at his club, the Shackamaxon Golf eer aad 
fied. Write for free descriptive booklet. The Eagle- 


Club, near Westfield, N. J. The president proved himself ° : : on p 
more than an ordinary host, presenting for a prize a Picher Lead Company, Chicago, Joplin, Cincinnati. 





It is all lead—one piece— 
strongest construction. 
Made under 100 pound 
pressure—no blow- holes 
or laminations. 


1 
2 
for using the new 3 Easy to adjust—pliable and 
ductile—feather edge on 
4 


boot. 


Easy to handle —rounded 
corners and beveled edges. 














r 4 


beautiful silver cup, which is to be contested for monthly, e 
until some member has won it three times, when it be- ‘Producers of lead, zinc Eleven ‘Plants —Branches 

5 : ” and allied products in all principal cities 
comes his permanent possession. In the meantime, each 





winner’s name is to be inscribed on the cup. 

G. W. Sahlin of C. F. Church Mfg. Co. earned the honor 
of having his name head the list, as he turned in the low 
net of the afternoon, converting a 120 score into a net 84, 


by virtue of a handicap of 36. Besides this honor, Mr. 1 1 
Sahlin took five balls for low net. Second place in the of E The INNEA POLIS 
afternoon round resulted in a hot contest, four players HE } HEAT REGULATOR 


tying with net 85’s. Charles Stewart, of Hoffman Spe- rely 7°" COAL~GAS~OlL 
cialty Co., W. B. Watson, Belleville master plumber, 
Harold Jones, of W. W. Farrier Co., and Paul Cooney, 
Harrison heating contractor, drew lots to see who would 
take only one ball out of the seven which were to go to 
second, third and fourth men, Watson proving the un- 
lucky one in the draw. 

First prize in the morning competition, three balls, 
went to Stanley Miller, Newark master plumber, with a 
net 40 for the nine holes. Second and third places were 
divided between President Engelberger, Charles Wood, of 























Backed by Nation-Wide 
field organizations with- 


out equal in the industry. 
Write for the Minneapolis proposition. 


Minneapolis Heat Regulator Co. 
Established 1885 
2801 Fourth Ave., So Minneapolis, Minn 
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of Uniondom— 


The Ace—An all brass octagon shaped 
union. 


The King—A malleable iron union 
with a brass end. 


The Queen—A malleable iron union 
with inserted brass seat. 


ACE » KING » QUEEN 
UNIONS 








KING UNION COMPANY 
RHODE ISLAND 
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_ Boosey’s Seepage Drains © 
fe Some good reasons for using Boosey’s seepage a 
drains: a 
1—Forty seepage openings. Drains direct into a 
trap above the trap seal thereby providing 4 
sufficient seepage area. a 

5 2—Seepage openings are prevented from be- a 
5 coming clogged with cement by the use of @ 
© a porous gasket that fits snugly around the iat 
. seepage openings, thereby providing positive | 
e seepage. a 
a] fe) 
= NORMAN BOOSEY MFG. COMPANY §& 
eS (Successors to Greenwood Mfg. Co.) al 
4 5140 HAMILTON AVENUE, DETROIT, MICH. 5 
yO oor yi 





ENGINEERING 


ia 


May 14, 1927 


Charles S. Wood Co., and Ray Bolsinger, of Fowler & 
Wolfe Mfg. Co., each taking one ball. 





The scores for the day were as follows: 
Morning Round (9 Holes) 
Player T’t’l Hdep. Net Player T’t'l Hdep. Net 
Wilson . 59 15 44 Sahlin 59 19 40 
a ee . 65 7 58 Stickles ...... 56 12 44 
Robinson ..... 56 12 44 Ce 62 14 4% 
Engelberger . 52 11 41 Oe Pr eee 67 12 55 
SUPINE hs ¥:uiwiwie 56 12 44 Baumgartner .. 65 16 49 
Brown ....... 68 16 52 McCormack 68 18 50 
Bosworth ..... 83 18 65 iT errr 68 15 53 
| Walsh ........ 49 5 44 Bolsinger ..... 47 6 4] 
Be Aer 50 5 45 FIOGMOS 2.5655 51 9 42 
ee 51 10 41 es 49 9 4() 
ae ee eae 54 10 44 Stewart . ..vcsses 52 9 43 
| MOOR... vicbns 61 12 49 
Afternoon Round (18 Holes Medal Play) 
i 124 30 94 BERGE? 64-00 sam 107 18 84 
| Robinson ..... 111 24 87 Hedges ....... 119 18 101 
| De skwwssaeue 113 13 100 Bolsinger ..... 92 6 86 
ae 160 36 124 Miners ........ 121 30 91 
| Engelberger 120 22 98 Baumgartner ..132 32 100 
| ee 124 32 92 McCormack 146 36 110 
| Bosworth ..... 160 36 124 CRY ose ec ck eee 115 24 91 
Bf i Cae 107 18 89 RNAS Abs <a508 120 36 84 
errr 95 10 85 MOOEY ..isisccs 112 24 88 
WOE 65550508 106 20 86 Stickles ...... 114 24 90 
ee 96 10 86 DD Svadecuwd 117 28 89 
BONO .icccc 105 20 85 GROPOR cc ccccet 118 24 94 
WHRNOM oc cccns 105 20 85 Rose (Guest)..123 24 99 
| ee 139 36 103 Vega (Guest)..149 36 6113 
a 148 36 112 WORMS: 25. s0w 3c 127 30 97 
|} Stewart ....... 103 18 85 


Obituary 


John M. Peeples 
John M. Peeples, New England sales representative for 
| the Crown Die & Tool Co. of Chicago, died April 21, in 
his 78th year, at Springfield, Mass. Mr. Peeples had been 
connected with the Crown Die & Tool Co. for the last 16 
years, and he had a large circle of friends in the trade in 
New England. His widow and a daughter survive him. 


| Edward J. Lomasney 

Edward J. Lomasney, heating and ventilating engineer 
of Milwaukee, Wis., died at his home in that city on May 
1, after a brief illness with pneumonia, in his 53rd year. 
Mr. Lomasney was formerly secretary of the Milwaukee 
Heating and Plumbing Contractors’ Association. 

L. J. Kirchner 

L. J. Kirchner, plumbing contractor of Poughkeepsie, 
N. Y., died at his home in that city April 22. He was 
in his forty-sixth year, and was a member of the plumbing 
board of that city as well as carrying on his own business. 
He is survived by his widow, two daughters and a son. 


William Warmholz 

William Warmholz, for many years engaged in the 
plumbing business at Kansas City, Mo., died at his home 
in that city on Friday, April 29, in his 66th year. He 
was born in St. Louis, Mo., and moved to Kansas City 
forty years ago. He was a highly esteemed member of 
the Kansas City Master Plumbers’ Association. His wife 
and three sons survive him. 


George V. Ellis 
George V. Ellis, of Detroit, Mich., a member of the De- 
troit Association of Sanitary and Heating Contractors, 
died Friday, April 15. Mr. Ellis was formerly engaged in 
the plumbing and heating business in New York City. 
Immediately upon his arrival in Detroit he founded the 
| Detroit Plumbing School, of which he was president, and 
| he also conducted a plumbing and heating business. His 

| widow and two children survive him. 
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Description of 
Parts 


Boiler—High-test; galvanized. 


Insulation—Rock Wool, 114 
inches ick. 


Base and Top—Cast Iron. 

Outer Shell—Armco Iron. 

Inner Shell—Armco Iron, 
galvanized. 

Inner Shell around Burner— 
Cast Iron for long life. 

Drain Cock—Brass. 

Drip Pipe—Copper. 
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Brand New 
"KALAMAZOO 


Automatic Storage Heater 


Its Selling to Beat the Band 


big, husky, good-looking, highly-efficient, ultra- 

economical automatic storage system with 
Humphrey “Built for Lasting Service’’ ideas and 
standards carried straight through. A genuine 
Humphrey heater in every respect bearing the famous 
Humphrey guarantee of perfect satisfaction—and 
selling for as low as $95! 
That’s the story of our new Kalamazoo Automatic 
Storage Heater, announced only 30 days ago and 
now in tremendous demand all over the country. 


Many Wonderful New Features 


The Kalamazoo is equipped with our new Fuel 
Economizer—an air adjustment device that cuts 
fuel costs to the bone. It has the famous Humphrey 
All Metal Snap Thermostat, Automatic Safety Gas 
Shut-Off and Blue Flame Sootless Pilot. 


$95 and $125 


The Kalamazoo is made in just two sizes—20 and 
30 gallons—selling for $95 and $125. 

The market is unlimited. Every home that has a 
tank coil heater now can afford a Kalamazoo Auto- 
matic Storage Heater, and with its amazing capacity 
for fuel-saving, the last obstacle has been removed. 


Orders for the new Kalamazoo are pouring in thick 
and fast from every quarter. Many splendid sales 
are being reported by dealers everywhere. 


Let us hear from you. Write at once for all the 
facts and figures. 


HUMPHREY COMPANY 


(Div. Ruud Mfg. Co.) 
Kalamazoo, Michigan 


HUMPHREY 


Automatic Gas Water Heaters 
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4) PLUMBING SPECIALTIES 


from 


A ‘‘Dependable Source of Supply’’ 














*“‘A Photograph of Our Plant’’ 


would not interest you like the mental picture obtained from such un- 
solicited expressions as quoted below— 


When we advertise “A dependable source of supply” we mean 


Dependable Stock 


eeee "In this connection will quote 4 remark tne writer heard 
our Receiving Clerk maxe a while back, "I would like to send 
them an order one time that they could not ship out complete 
at once." This just to let you mow how we feel toward you 
in this respect. Such service as this is what we harp on the 
most throughout our own organization, and try to give." °**%** 























Dependable Goods 










**** "Aas previously explained, we like your goods and volicies, 
and have standardized on your line, which we have found to be 
entirely satisfactory.” **** 












Dependable Shipments 








*eee "The fact is that already your company has built up a 
very enviable reputation for wonderful service and promptness 
generally in ell their dealings." °*** 


















The Richmond Foundry & Mfg. Co., Inc. RAN 


Richmond, Virginia 
































WHOLESALERS! MAY WE SEND YOU OUR CURRENT PRICES ON SPECIALTIES? 











Mention Domestic ENGINEERING when writing advertisers. 
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METROPOLITAN GOLFERS OPEN SEASON MAY 19 

Frank J. Oliver, chairman of the tournament commit- 
tee of the Metropolitan Trade Golf Association, made up 
of golfers among the manufacturers and wholesalers in 
the Greater New York territory, announces that the first 
official meet of the season will be held at the Greenwich 
Country Club, Greenwich, Conn., on Thursday, May 19. 
This course was played by the association last year, and 
members remember it as one of the most interesting in 
the section. 





OAKLAND SALESMEN MEET AT LUNCHEON 
Lots of good-fellowship, besides a great deal of real, 
constructive organization work among the officers and 
the rank-and-file of the membership of the Oakland, 


Calif., Chapter, Plumbing and Heating Supply Salesmen, 


continually bear fruit in the shape of large and enthusi- | 


astic turn-outs. 

The last meeting, held around the table at the Elks’ 
Club, Thursday, April 28, was one of these occasions. Fol- 
lowing the service of a fine luncheon, a short meeting of 


the chapter was held, after which the members were en- | 
tertained by several vaudeville artists. Ralph Potter of | 


Crane Co. acted as entertainment committee. 


Personal Mention 


Murray W. Sales, president of Murray W. Sales & Co., 
Detroit, Mich., visited New York City during the week 
ending May 7. 

Howard H. Sargent, treasurer of the Cochran-Sargent 
Co., St. Paul, Minn., has been making an Eastern trip, 
visiting Philadelphia and other jobbing centers. 

Lew Brennan, president of Victor Brass Mfg. Co., Cleve- 
land, Ohio, was in Chicago recently on business. Not the 
least of his reasons for the visit was the opening baseball 
game between Cleveland and the Chicago White Sox. 

Peter Van Fleet of the 
Trenton Potteries Co., Tren- 
ton, N. J., has recently been 
assigned to territory in In- 
diana, southern Michigan, 
southern Ohio, and the north- 
ern section of Kentucky. Mr. 
Van Fleet has been for the 
past year under the direction 
of W. H. Weber in the New 
York office and has been con- 
nected with this concern for 
the last 18 years or more. 


A. R. Bowman of the Inter- 
national Heater Co., Utica, 
N. Y., announces his head- 
quarters address has been 
changed from 78 Winthrop 
avenue, Albany, to 2011 Noyes street, Utica, New York. 











Peter Van Fleet 


Benjamin F. Blair, manager of San Francisco, Calif., | 
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| “They Keep a-Running” 
| 


Li: 


ey 





Century 16-in. Portable Oscillating Fan 
Built for A. C.and D.C. 


Lifetime Service 


Century 16-inch, 3-speed Oscillating Fans are 
designed to and they will ‘‘Keep a-Running”’ 
summer after summer with maximum service 
and minimum attention, because :— 


1 Fully enclosed fa motor prevents the ac- 
cumulation of dust inside the motor. 


y Extra-strong, enclosed oscillating gears are 
packed in graphite grease. 


3 Bearings are made from phosphor bronze— 
the best bearing material obtainable. A fig- 
ure-8 oil groove insures even and positive 
distribution of oil over the entire bearing 
surface. 


Solid brass blades will not rust. 


OO 


Pressed steel stand combines light weight 
with unusual durability. 


The Century fan line includes: 


Stationary 9-inch Portable, 1-speed switch in base, for A. C. 
Oscillating 9-inch Portable, 1-speed switch in base, for A. C. 
eee 9, 12 and 16-inch, 3-speed Portable, for A. C. and 











Ceiling 58-inch sweep, 3-speed, for A. C. and D. C. 
| Ventilating 16-inch, 3-speed, for A. C. and D. C. 
| 


Send for complete sales information. 


branch of the Standard Sanitary Mfg. Co., was elected | 


president of the local Rotary Club on April 19, and as- 
sumed his new office duties on May 3. 

E. M. Crocker, president of the Atlantic Supply Co., Bal- 
timore, accompanied by Frank G. Newton, Philadelphia 
district manager for the United States Sanitary Mfg. Co., 
was the guest of Harry E. Speakman and Willard Speak- 
man, Jr., of the Speakman Co., Wilmington, Del., May 4 
and 5. The guests inspected the Speakman plant, seeing 
all details of manufacture of the company’s products; 
then the foursome put in two days of golf at the Wil- 
mington Country Club. 


CENTURY ELECTRIC COMPANY 
1806 Pine Street St. Louis, Mo. 


32 Stock Points in the United States and More Than 50 
Outside Thereof. 








Portable 


Coiling 
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Classic — Fixture 


Father of all the other 
combination sink fixtures 
and far and away the 
biggest seller of the lot. 
You'll make no mistake 
to keep on selling Classics, 
no matter how many 
substitutes come hammer- 
ing at your door. 


Cc H { C. A G C The Chicago Faucet Co. 
ET 2700-22 N. Crawford Ave. 
Chicago, Ill. 























Telephone: Lawndale 1850 - 1851 


Ingot Brass 
Smelters and Refiners 
High Quality Metals 
Metals made up to specifications. 


R. LAVIN & SONS 
2511-2525 W. 21st &t. 
John Hartman, Sales Mgr. Chicago, I11. 




















a 
Valves 


Gate, Globe, Angle and Check, 
all pressures, sizes and types. 
Send for Catalog. 


THE KENNEDY VALVE MFG. CO. 
mira, N. Y 
Branches in Principal Cities 


ARM 7 OR err 
a> a9! 
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Simple Installation 


Place pump in sump—connect discharge 
to any drain leading from cellar _wall— 
attach plug tolight socket and the RATH- 
BUN is ready to give that remarkably 
efficient service for which it is famous. 
It operates automatically and gives better 
service at a lower cost. 


Write for full details—today 


ome Kathiun Co 


1036 Beaubien St. Detroit, Michigan 














T. F. Leary, manager of the Mueller Co. San Francisco 
branch, has just returned from a two weeks’ trip to Salt 
Lake City, Billings and Pocatello. 

B. W. Bradford, Charlotte, N. C., it is announced by the 
Beaton & Cadwell Mfg. Co., New Britain, Conn., will rep- 
resent the company in North and South Carolina, Virginia 
and eastern Tennessee. He will have an assistant in cov- 
ering the territory. 


Arthur C. Langston has just 
retired as an active repre- 
sentative of Jenkins Bros., 
New York, according to offi- 
cial notice just issued by this 
concern. Mr. Langston has 
been associated with Jenkins 
Bros. almost thirty years. He 
was at first allotted the entire 
southern sales territory from 
Virginia to Texas. He trav- 
eled over this territory from 
year to year and made occa- 
sional trips to Cuba, Mexico 
and other West Indian and 
Central American countries. 
In accordance with his own Arthur C. Langston 
wish, he retires now from 
active duty to his home in Columbia, Tenn. The best 
wishes of his many friends in the trade throughout the 
South follow him. 

E. J. Bender, of the Pierce, Butler & Pierce Mfg. Corp., 
is on a combined vacation and honeymoon in Bermuda. 
Mr. Bender, who was married on April 23, is an active 
member of New Jersey Chapter No. 1, National Associa- 
tion of Plumbing and Heating Salesmen. 


John E. Poitras, formerly of Bowles Co., Seattle and 
Tacoma, Wash., has joined the engineering sales depart- 





|} ment of Walworth Co.’s Seattle branch. 


George G. Southard, until recently operating the College 
Plumbing & Heating Co., Seattle, Wash., has joined the 
plumbing sales department of Walworth Co.’s Seattle 
branch. 

Cc. F. Olmstead has resigned his position as technologist 
of the American Oil Burner Association, and after a brief 
vacation will return to the Mahr Manufacturing Co., Min- 
neapolis, Minn., as sales service engineer. 


F. M. Wilcox, 610 Bon Allen building, Atlanta, Ga., has 
recently taken over the line of the Brtunswick-Balke- 
Collender Co. of Chicago. Mr. Wilcox will cover several 
Southern states. 

E. L. Gilder, who has been assistant manager of the 
American Cast Iron Pipe Co.’s office at Kansas City, Mo., 
for a number of years, has been appointed manager of 
the new branch office recently opened at 206 Kearns build- 
ing, Salt Lake City, Utah, which will be the headquarters 
for the Intermountain states. 

Hugh J. Kerr has been appointed manager of the New 
Rochelle, N. Y., branch of the United Plumbers Supply 
Co., Inc., New York City, officers of that company an- 
nounce. Harold W. Ross will be Mr. Kerr’s assistant. 





JOSEPH F. CODY CALLED BY DEATH 
Joseph F. Cody, president of the National Steel Tank & 
Manufacturing Co., Bradford, Ill., died Sunday, May 1, 
at Peoria, Ill., according to official announcement just 
issued by this concern. 





Thomas E. Hoye, president of the Thomas E. Hoye 
Heating Co., Milwaukee, Wis., has the sympathy of his 
friends of the trade on account of the death of his wife 
on April 22. 
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Flexitite Disc 
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IRs Ses Chee Old Style Two-Piece 


Disc 


; Because Old Style Discs 





' Weren’t Good Enough 
la. 
ve / a. OR YEARS it was thought impossible to make 
ia- | 
a no-leak gate valve. The reason was that 


neither of the old style discs could be made to seat 
properly, so they would shut off absolutely tight both 
when new and when old. Globe valves were used when- 
ever a positive shut-off valve was needed, even in places 
where a full-opening, free-flow gate would have been 


preferred. 


The Flexitite Gate Valve has changed all this. Hun- 
dreds of plumbers and steamfitters who said the old 
style discs weren’t “good enough” will-tell you that the 
Flexitite Gate is the first they have seen that never leaks. 


The Flexitite Disc seats itself perfectly—shuts off abso- 
lutely tight—because it is made resiliently flexible by 
means of a hollow center and a slotted edge. This flex- 
ibility insures a positive compression contact between 
both sides of the disc and the valve seats every time the 
valve is closed. 


the 
[O., 
of 


prs 


You will know why the Flexitite has become the most 

















iq Pemmed 1 popular gate valve on the market the minute you ex- 
ae { amine it. Your Wholesaler’s salesman will be glad to 
an- O-B No. 20 Line show you a sample. 


Flexitite Gate Valve 


‘| Ohi 


his ' SALES = NEW YORK 
OFFICES: CHICAGO 


Ohio Brass Company 
Mansfield, Ohio 


376V 
f ) 
PORCELAIN 
INSULATORS 
LINE MATERIALS 
RAIL BONDS 
a CAR EQUIPMENT 


MINING 
PHILADELPHIA PITTSBURGH CLEVELAND | MOTERUATS wf 
SAN FRANCISCO LOS ANGELES 
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| +MeR” No. 480 
A Better Built 











Stop and Waste 

















No. 480 
Extra Heavy 














ERE’S a Stop and WasteCock which 
will give complete satisfaction on 
your most important installation. 
Made extra heavy, from the highest 
grade of steam metal, it is guaranteed to 
stand up under all working conditions. 
The stuffing box positively prevents 
leakage around the stem, while the 
simple draining device will never get out 
of order. 


OOS 


Your Jobber Has It— 
Ask Him! 


= 






























The McRae & Roberts Co. @ 


DETROIT, MICHIGAN 















































Mention Domestic enraninions when writing advertisers, 
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New Trade £L1terature 


“A Portfolio of Beautiful Homes” 

A pamphlet entitled “Portfolio of Beautiful Homes” has 
just been published by the EverHot Heater Co., of Detroit, 
Mich. Each page contains photographs of mansions and 
residences equipped with the company’s water heater. 
Testimonial letters from the owners of many of the homes 
shown are included. The pamphlet consists of thirty 
pages, and shows more than one hundred residences. The 
heater is also illustrated and described. 


“A Practical Humidifier” 

“A Practical Humidifier for the Steam Heated Home’”’ 
is the title of a booklet being distributed by Universal Hu- 
midifying Co., of Philadelphia. A general discussion of 
the importance of humidity occupies the first few pages. 
“The Breath of Life,’ ‘“‘“Health, Happiness and Humidity,” 
“The Effective Temperature,” ‘‘Methods of Humidifying,”’ 
are titles of other sections. A diagram shows a typical 
installation of the company’s Humidifier, and a technical 
description is also given. 


Kewanee Boiler Co.’s Catalog 

Catalog 75 is being distributed by Kewanee Boiler Co. 
of Kewanee, Ill. The catalog contains thirty pages, 6 by 
9 inches, printed on highly glazed paper, with an attrac- 
tive red cover, lettered in black and gold. Numerous sec- 
tional views and diagrams are given, as well as technical 
descriptions of the company’s water heating garbage burn- 
ers, water heaters, steel storage and pneumatic pressure 
tanks, air receivers, gravel basins and blow-off receivers. 


Electrozone System of Ventilation 

An eight-page bulletin, 8%4x10% inches in size, just 
issued by the Air Conditioning and Engineering Com- 
pany, of St. Louis, Mo., describes what is termed the elec- 
trozone system of ventilation. Various buildings are pic- 
tured in the booklet in which the electrozone system has 
been installed. This system, the bulletin explains, can be 
applied to any fan ventilating system where it is possible 
to arrange for air circulation. Various engineering data 
are given relative to the installation of this system and 
its application to the various types of buildings. 


Black & Decker Electric Tools 

Catalog No. 14, just issued by The Black & Decker 
Mfg. Co., of Towson, Md., contains illustrations and de- 
scriptions of the electric tools manufactured by this com- 
pany. Electric drills of various kinds, socket wrenches, 
portable electric tappers and electric valve refacers are 
among the tools mentioned. The catalog consists of forty- 
five pages, with cover printed in several colors. 


New Ebinger Folder 

D. A. Ebinger Sanitary Mfg. Co., of Columbus, Ohio, is 
distributing an envelope insert describing its two-compart- 
ment sink, with patented washing and draining feature. 
On one side of the sink is a bowl in which dishes may be 
washed, and on the other side is a deep, pan-shaped re- 
ceptacle in which dishes may be placed in a wire drain 
basket for draining, and from which water is drained away 
through the waste pipe. The various features of the sink 
are illustrated in the folder. 


Corkboard Roof Insulation 

United Cork Companies of Lyndhurst, N. J., have issued 

& booklet on the insulation of roofs of industrial plants. 
The booklet describes the use of the concern’s “corkboard,” 
and goes into the theory of preventing condensation and 
heat loss through roofs. Specific examples are given of 
how to figure the amount of roof insulation required. The 
booklet contains many illustrations and diagrams. 
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ENT ERPRISGL 
BALL COCKS 


Enterprise Elevated Ball Cocks are furnished with 
5 or 34 shank and have the high pressure compound 
lever. Seat Discs can be replaced much quicker 
and easier than in ordinary ball cocks because it is 


only necessary to remove one thumb screw to take 
out plunger when new discs are required. Double 
threaded cast float arm furnished with either size 


shank. Se oni 
e your jobber. 
ENTERPRISE BRASS WORKS 
MUSKEGON, MICHIGAN 
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iO WATER 
»" HEATER 


is built on a sound scientific 
basis. It will furnish an 
abundant supply of hot 
water quickly and econom- 
ically. Cerfainly, it will 
show you a way to increase 
your profits if you will in- 
vestigate. 


UMA 


i ltt Mt iti 


? 


Write for our com- 
plete catalog today. 
Also for informa- 
tion regarding The 
Ohio Gas Water ‘ 
Heater. i} 


@ 


OHIO HEATER CO. 


COLUMBUS, OHIO 











A-44 


Water Boxes 


Made of finest materials in a work- 
manship manner. If you have never 
tried Eafco products you have been 
losing an excellent opportunity to sell 
profitable items. Write for particulars 
today. 





B-45 





Like other Eafco items, these cast 
iron vent boxes are an example of 


superior products made in such a 
manner and of better materials that 
their quality is unequalled. 


= &§ 


The Eastern 
Foundry Company 





Boyertown, Penna. 
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May 11, 1907 
The sixth annual convention of the New Jersey State 
Association of Master Plumbers was held at Newark, N. J., 
on May 7. A. Selden Walker was re-elected president and 
Henry F. Baillet was re-elected secretary for the coming 
year. 











1907 
F. S. Schardein & Sons, of Louisville, Ky., have been 
awarded the contract for the plumbing and heating in the 
Cohen apartment building in that city. 
1907 
The thirteenth annual convention of the New York State 
Association of Master Steam and Hot Water Fitters was 
held in New York City on Thursday, May 2. The meeting 
was called to order by President Frank Dodson. William 
C. Vrooman, of Schenectady, was chosen president for the 
ensuing year. 








1907. 
The Chicago Master Plumbers’ Association will cele- 
brate its silver anniversary on Thursday evening, June 6, 
at the Auditorium Hotel. 





1907 
The Nye Tool & Machine Works, of Chicago, has moved 
from 200-202 South Canal street to larger quarters at 
11-17 South Jefferson street. 
1907 
The Canton Brass Company, of Canton, Ohio, is the 
latest company to enter the brass field in Ohio. The new 
company is capitalized at $20,000. 
1907 
Hart & Crouse Co., of Utica, N. Y., has moved its Chi- 
cago branch office from 79 East Lake street across the 
street to 80 East Lake street. 
1907 
A pamphlet containing the rules and regulations gov- 
erning the installation of plumbing in Springfield, Mo., 
has just been published by the city plumbing inspector. 
1907 
The California State Association of Master Plumbers 
held its annual convention in San Diego, Calif., on April 
30 to May 2. About two hundred delegates were present 


from all parts of the state. 




















CHICAGO PLUMBING CONTRACTORS WILL OPEN 
GOLF SEASON AT EVERGREEN LINKS 

The Chicago Plumbing Contractors’ Golf Association 
will open the golf season on Thursday, May 19, on the 
links of the Evergreen Golf Club at 91st street and South 
Western avenue, Chicago. Golfers in the supply fraternity 
are cordially invited to attend the tournament, The second 
meet of the season will be held at Big Oaks Golf Club on 


Thursday, June 9. 





CALIFORNIA INSURANCE MEMBERSHIP GROWS 

During the last few months the membership of the Mu- 
tual Benefit Fund, an insurance plan fostered by the State 
Association, has received large accessions of members. 
There are 294 at present in good standing and Secretary 
Clark is predicting that every member in the State Ass0- 
ciation will be enrolled before the close of the year. 
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Bear This in Mind | 


The Kane Gas Fired Cast Iron Sectional Boiler 


can be profitably sold in your locality 





In efficiency, convenience and safety, the Kane Gas Fired 
Cast Iron Sectional Boiler is new. It offers everything of 
value that a great industry making an intensive study of 
gas heating has found. 


Your customers want a heating plant that will give them 
heat when they want it and shut it off when they do not 
want it. They want such heating at reasonable original 


cost and reasonable fuel cost. 


‘The Kane Boiler gives them the very latest developments 
in heating comfort, convenience and safety. The Kane 
Boiler is adaptable to steam, vapor or hot water systems. 


Get full information about the Kane Boiler now—it will 
pay you many times more to be a Kane Boiler representa- 
tive in your locality. 


MEARS-KANE-OFELDT, INC. 


Manufacturers of 


GAS FIRED BOILERS AND WATER HEATERS 


1903-1915 EAST HAGERT STREET PHILADELPHIA 
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Quick, Correct Installations 
Doubly Important in “Rush Season” 





















































- Spring, installations are many, and every 


hour counts. You save time installing Rundle 
ware. 





On every job—a quick, neat installation. Rigid 
factory inspections insure accurate size and fit of 


every Rundle piece, enabling you to produce 
workmanlike installations in the least possible 


time. More installations with fewer men, more 
real profit on every sale! 



































Rundle Ware is noted for its practical designs, 
graceful proportions, smooth surfaces, and dis- 


tinctive white coloring. Your customers will ap- 
preciate the difference. 

For more than 25 yeas the Rundle policy has 
fostered the good will of the public and the trade. 


Rundle wants your friendship as well as your 
business. 


Write for the latest Rundle catalog and name of 
your nearest jobber. 




































































Rundle Mfg. Co., Milwaukee, Wis. 


RUNDLE 


PLUMBERS’ SANITARY ENAMELED WARE 
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Florida Gives $1,000 to T. EF. B. 


(Continued from Page 32) 





expressed by the retiring president in his report for Mr. 
Bassett’s work, and it was unanimously voted that Mr. 
Bassett should continue his work during the coming year. 

During the first session Mrs. W. E. McAndrew, Tampa, 
president of the Auxiliary, addressed the delegates and 


stressed the duty of the ladies to do their part in keeping 























Freeman Moss, newly elected president; Fred Quinlan, new 
vice-president; Geo. MeGhan, Jr., Tampa, retiring president; 
EK. C. Bassett, state field secretary 








state association, the auxiliary has been a practical force 
in supporting such plans as the Carnegie scholarship. 

The report of Retiring President George McGhan, Jr., 
Tampa, showed that a great deal of business had been ac- 
complished during the year. 

During the course of his report, Mr. McGhan expressed 
some doubt as to the advisability of the Bureau’s plan of 
merchandising, stressing the fact that the protection of 
the public demanded that the master plumber install the 
equipment sold. 


».2.5.9.~ 2.9.6 66206 9.9.9.9.9.5.5.~.~-~.~.9 9.9.0.0 .* ne jf 

















National Director Henry FE. Mrs. W. E. McAndrew, of 

















Longley, past president of Tampa, retiring president SUPPORT VOTED T. E .B. 
the National Association of of the state Ladies’ Auxil- L. FLENTJE, representing the National Trade Ex- 
Master Plumbers sary e tension Bureau, asked that it be understood that 


the Bureau has always stood behind the contention that 
active their husbands’ interest in association affairs. She the master plumber ought to sell correct installations 
said that a real helpmeet can do much to foster the suc- when making a sale of equipment. He outlined the place 
cess of her husband in the plumbing and heating profes- the Bureau occupies in the industry, told of its contribu- 
sion. She felt that, far from being a mere adjunct to the tion to the stabilization of conditions and expressed the 





























Armstrong Bros. 


Solid Dies. 











Armstrong Bros. Tools Save Time | 





For fast work, efficiently done, Arm- 
strong Bros. Tools are unsurpassed. 


The time they have saved for users has 
brought lasting favor for them every- 
where. 















Armstrong Bros. 
Saunders Type 
Pipe Cutter. 


They will win your approval, too be- 
cause back of their record for efficiency 
iiciaiieitita tile is a rigid manufacturing process and 
Barnes Type 

' 


inspection system developed during 
Pipe Cutter 


thirty-five years of successful tool de- 
signing and making. 
Your jobber can supply you with Arm- 





bp strong Bros. Tools or we will be glad to 

© oe send you further information and prices 

Armstrong upon request. Ht 
quality. 























ARMSTRONG BROS. TOOL CO. 


Arpetroes — 317-357 N. Francisco Ave. CHICAGO, ILL. 
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PBF 


THE 
PEAK OF 
PERFECTION 
IN 


BRASS FITTINGS 


PHOENIX BRASS FOUNDRY 
IRVINGTON, N. J. 





FLOAT Switce 


Automatic Midget 


SUMP PUMP 


Comes complete with 24” cover 
plate and high grade 4 H. P. 
repulsion induction motor. 
Easy to install. Needs no 
servicing. It’s the best drain 
pump on the market. Be sure 
—insist on installing a Taber. 


Write for Bulletin MJ 427. 
TABER PUMP CO., BUFFALO., N. Y. N.Y. Office Tel. Lexington 8945 





Vanderman’s 


Steel Tool 
Chests 


Combination 
Bench Pipe Vise 


Send for Catalogue 


Manufactured and for Sale by 


The Vanderman Mfg. Co. 


Willimantic, Conn. 
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Top: The Miami delegation —Bottom: The St. Petersburg del- 
egation 


optimistic viewpoint that present difficulties will be satis- 
factorily adjusted. Public confidence, public health, he 
said, are too precious and too valuable to our industry to 
be sacrificed in the interest of merchandising experimenta- 


tion. 

He closed with a ringing appeal for support of the Bu- 
reau and its policies. At the conclusion of Mr. Longley’s 
address, in which he also had outlined the Bureau’s work, 
W. E. McAndrew, Tampa, took the floor and proposed that 
the Florida association donate $1,000 toward the mainte- 
nance of the bureau in recognition of its assistance to the 
field. The suggestion was received with enthusiasm and 
in expressing appreciation on behalf of the Bureau, Mr. 
Flentje said that Florida was the first state to donate 
$1,000, and he took it as a further indication of the fact 
that Florida is showing real signs of leadership. 

During the course of the second day’s sessions, 
who had been through Florida’s recent hurricane, took 


the floor to tell of how the association, and how in- 


men 

















Top: John Bronzonie, state plumbing inspector; Al, Missimec, 

W. E. McAndrew of Tampa, and Geo. MacDonough of Board 

of Plumbing Commissioners of the State of Florida.—Bottom: 

Fort Myers delegation: J. Van Andrew, W. J. Edelblut, J. D. 
Walker and F. C. Des Rochers 
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The Cleanest Bath Fitting Made 


he Hajoca Berwyn Bath Fitting has 





been endorsed by Sanitarians for its 
cleanliness, and specified by Architects on 





account of its operating excellence. The 
mechanical simplicity of the Fitting ap- 


peals to the Plumber. J 


The stopper of the Berwyn, unlike 
ther bath wastes of the pop-up type, is 
operated by a substantial rod outside ot 
the waste and overflow, thus retaining all 
the water in the fixture’ No water can, 
circulate between the arm and the tub, and/ 
there can be‘nowback-flow of soapy waste 


into the clean water. 
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HIS new No. 300 The No.300 DA 
Shallow well pump 


was designed especially —Designed Especially for the distinctive DAYTON 


for the suburban and 





























# 


sturdily constructed 
YTON Pump viodel (finished in the 


Yale Blue) can be in- 


country home. Witha Suburban and Country Home stalled in connection 


pumping capacity 6f 300 

gallons per hour, this new member of the 
complete DAYTON family, insures a good, 
stream of water from faucets at all times 
and provides a full stream for sprinkling 
purposes and fire protection. 


The No. 300 will take care of general re- 
quirements when pumps 
of smaller capacity are 
insufficient and elim- 
inates the necessity of 
paying for more costly 
installations with larger 
and unneeded capacity. 


This attractive and 


tee 








Use the Coupon! 


For convenience, just fill in the coupon to the right 
for further details regarding the DAYTON Dealer 
Proposition. 


with either pressure or 
elevated tank. 


DISTINCTIVE FEATURES 


Adjustable Motor Base. 

Accessible Suction Valve. 

V-type Rubber Belt. 

Double pole switch—Conduit Connection. 
Standard and Approved 

Design. 

Streamline Appearance. 
Write for full details about the 
new No. 300, the DAYTON 


complete line and our attract- 
ive dealer proposition. 


The Dayton Pump & Mfg. Co. 
DAYTON, OHIO, U. S. A. 
al 
I 


The Dayton Pump & Mfg. Co., Dayton, O. 

Gentlemen: Please send full details about 
the new No. 300 Dayton, the complete line 
and dealer proposition. 
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dividual master plumbers, had shown every sign of help- 
fulness; and they asked that a similar thoughtfulness be 
shown toward the people in the flooded districts to the 
west. On motion a contribution of $225 was taken up. 
This was officially raised to the sum of $500 and sent to 
the National Red Cross for use in the name of the Florida 
association. 

Other incidents of interest on the two-day program 
were: A talk by Field Secretary E. C. Bassett who ex- 
pressed his gratitude to all the members for their co- 
operation which had made his successful work during the 
past year possible. He looked with optimism into the 
future and said that with continued steadfastness of pur- 
pose the business for the master plumber could not but 
increase. T. Nicke, of Pensacola, made an interesting 
talk on the value of advertising and paid tribute to the 
Bureau and to the trade press for the many instructive 
and useful ideas which they propagate. 

Convention committees were as follows: Auditing Com- 
mittee: J. A. Quinn, Miami, chairman, F. Williams, Tampa, 
and F. R. Fanning, Winter Park. Nominating Commit- 
tee: T. H. Thompson, Jacksonville, chairman, W. E. Mc- 
Andrew, Tampa, and H. Griggs, Bradenton. Credentials 
Committee: H. J. Sanborn, Miami, chairman, R. Eng- 
strom, Jacksonville, and J. Hersmer, St. Petersburg. 

The officers elected to carry on the work of the asso- 
ciation for the ensuing year were: President, F. P. Moss, 
Miami; vice president, F. M. Quinlan, St. Petersburg; 
secretary-treasurer, Lee Sheffield, St. Petersburg. Vice 
presidents were elected as follows: For the northwest 
section, A. F. Wicke, Pensacola; for the ‘northeast section, 
David Green, Jacksonville; for the central section, Chas. 
Stuckie, Orlando; for the southeast section, H. J. Sanborn, 
Miami; for the southwest section, W. E. McAndrew, 
Tampa. 















TYPE F 


Each Metaphram is a her- 
metically sealed “wafer” 
which expands with increase 
of temperature. Twelve 
Metaphrams are used in 
Type F. 

Standard equipment on the 
better boilers. 


The most powerful and most sensitive of regulators. 


Make your installation complete, more satisfactory and more profitable. Use type F 


on new or old jobs. Order from your jobber or direct. 


NATIONAL REGULATOR CO. 
CHICAGO 


Manufacturers of the National System of Automatic Temperature Control 


2301 KNOX AVENUE 
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Without Draining Boiler’: 


With the “dry well” in 
place it is never necessary 
to drain the boiler to in- 
spect or replace parts of 
a type F 


= METAPHRAM = | I 
DAMPER REGULATOR ce: 


The Metaphrams operate in a 
dry well which projects down into the boiler, or in Special Fitting or a Y in pipe line, 


and is surrounded by water. Slight change in temperature affects Metaphrams, 
Which operate lever. Gradual action—powerful but sensitive. 








HERE ARE THE ANSWERS 
(Questions will be found on page 15) 

1. 1,195,142, 

2. John Wesley. 

3. City of Cnossos, Island of Crete, 4,000 years 
ago. 

“They Builded Better Than They Knew.” 
5. By their horsepower. 


6. 212 degrees Fahrenheit. 











Winter Haven will entertain the 1928 state convention. 

On the evening of the second day a dinner dance was 
arranged for in the Shrine Club, with Retiring President 
George McGhan, Jr., as toastmaster. He called upon 
various of the members for speeches, and by insisting 
upon a fifteen-second limit succeeded in creating a great 
deal of laughter. 


LADIES’ ACTIVITIES 

N ADDRESSING the meeting of the ladies, Henry E. 
| Longley told them that all other state auxiliaries were 
watching the work the Florida ladies were doing, and it 
was his hope that each state would follow Florida’s ex- 
ample and send one of its native sons to Carnegie. Mrs. 
W. E. McAndrew presided and in sketching the accom- 
plishments of the organization hoped that it would con- 
tinue its good work and grow ever bigger and bigger. 
Mrs. Chas. Koegel, of Jacksonville, spoke of the progress 
of the local association and recited several poems. Mrs. 
D. W. Bowers, Orlando, official historian for the auxiliary, 







The Ideal Damper Regulator 
¥® for Closed Hot Water Systems 


: 











Jor PIPE LINE J 
INSTALLATION 
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URKs 


B sUPER-ITURBINE 


PUMPS 


“Only one moving part” 


“= A LIFE-TIME OF SERVICE’ = 
Dealers: Send for No. 83 Bulletin! 


DECATUR PUMP COMPANY 








632E. Cerro Gordo St., Decatur, III. 





An ESTABROOK 
Grease Trap 


A positive check on clogged 
drains for hotels, clubs, 
restaurants or large resi- 
dences. Designed for out- 


side installation. Pot 
measures 30x30 inches. 
Outlet 4, 5 or 6 inches. 


R. ESTABROOK’S 
SONS 
204 First St. So. Boston, Mass. 


EN SO OO KER etek Med 





Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 

Water Closets for every type or class of 
service. 

Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 








Automatic 





Gas Water Heaters and Storage Systems 


Always a step ahead! —in patented 
features, exclusive improvements 
and in money-making opportunities 
for you. 33 ss 33 
THE HOFFMAN HEATER CoO. 
LOUISVILLE, KY. 
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gave the ladies a brief sketch of the growth of the organi- 
zation, and Mrs. E. C. Bassett sang. 


The St. Petersburg ladies had arranged a dinner for the 
ladies, in a setting of yellow and gold. Each lady was 
presented with a hand-painted handkerchief as a souvenir, 
The following officers were elected: 


Mrs. F. Fanning, Winter Park, as president; first vice 
president, Mrs. Roy Martin, Miami; second vice president, 
Mrs. Lee Sheffield, St. Petersburg; third vice president, 
Mrs. R. Ginty, Orlando; historian, Mrs. D. W. Bowers; 
secretary, Mrs. Chas. Koegel, Jacksonville; treasurer, 
Mrs. F. Williams, Tampa. 


Convention Dates 


May 17, 1927.—Annual convention of the Women’s Auxiliary 
of the New Jersey State Association of Master Plumbers at the 
Elks’ Club, Newark, N. J. 

May 17 and 18, 1927.—Annual convention of the New Jersey 
State Association of Master Plumbers at the Elks Club, 
Newark. 


May 17 and 18, 1927.—The annual convention of the Penn. 
sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

May 17-20, 1927.—The eighteenth annual convention of the 
National District Heating Association at West Baden Springs, 
Ind. 

May 20 and 21, 1927.—The annual convention of the Oregon 
State Association of Master Plumbers, at Salem, Ore. 

May 23 and 24, 1927.—The annual convention of the Alabama 
State Association of Master Plumbers, at Birmingham, Ala. 

May 26, 27 and 28, 1927.—Second annual convention of the 
National Association of Plumbing and Heating Salesmen, at 
the Robert Treat Hotel, Newark, N. J. 

May 27 and 28, 1927.—Annual convention of the Association 
of Master Plumbers of the State of Washington, at the Daven- 
port Hotel, Spokane, Wash. 

June 1, 2, 3 and 4, 1927.—Thirty-eighth annual convention 
of the Heating and Piping Contractors National Associatics, 
at West Baden, Ind., with headquarters at the West Baden 
Springs Hotel. 

June 2, 3 and 4, 1927.—The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hotel 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 


June 6, 7 and 8, 1927.—Twenty-sixth annual convention of 
the State Association of Master Plumbers of California, at 
Yosemite National Park, with headquarters at Camp Curry. 

June 6 to 11, 1927.—The national convention of the Ameri- 
can Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 


June 8, 9 and 10, 1927.—The annual convention of the Utah 
State Association of Sanitary and Heating Engineers, at Salt 
Lake City, Utah. 

June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Minne- 
apolis, Minn., with headquarters at Hotel Radisson. 

June 21-24, 1927.—The ninth annual convention 
Women’s Auxiliary to the National Association of 
Plumbers, at Minneapolis, Minn. with headquarters 
Radisson Hotel. 

June 28, 29 and 30, 1927.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
White Sulphur Springs, W. Va. 

August 9, 10 and 11, 1927.—The annual meeting of the Amer- 
ican Society of Sanitary Engineering, at Jacksonville, Fla. 











of the 
Master 
at the 





$ Other Trade Events 


May 25, 1927.—Meet of the Delaware Valley Trade Golf A8- 
sociation at the Indian Spring Golf Club, near Washington, 
D. C. 

June 17, 1927.—Dual meet between the Delaware Valley 


Trade Golf Association and the Metropolitan Trade Golf 
Association, at the Pine Valley Golf Club, Clementon, N. J. 


September 28, 1927.—Tentative date of meeting of Advisory 
Committee on Vitreous China Plumbing Fixtures, Department 
| of Commerce building, Washington, D. C. 
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IGHT hours a 
day, three hun- 
dred days a 
year, for thirty-three 
years the Oster or- 
ganization has con- 
centrated wholly and 
solely on pipe-thread- 
ing. That’s why you 
are certain of satis- 
faction in buying any 
piece of equipment 
bearing the Oster 
nameplate. 












Did you ever thread or cut pipe 
with TWO FINGERS? It’s 
easy. Simply turn a switch and 
let the Power Boy do the work. 


He takes 42” to 2” sizes and 
makes the neatest cuts and 
prettiest threads you ever saw. 








The Power Boy 
“*Motorize Your 
Stocks and Dies’ 





Fla. 


f A8- 
igton, 


Jalley 

Golf 
N. J. 
visory 
tment 


Weighs only 150 pounds, goes 
where you go and does his work on the job. 


All he needs is a light socket. 


Ask us about him—or about any pipe-threading 
requirement. The Power Boy is one of the shining 
lights of the world’s most complete line of pipe-thread- 
ing equipment manufactured by The Oster Manufac- 
turing Company, 2077 E. 61st Place, Cleveland, Ohio. 
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WISECO ALLIER POP-UP 


BASIN 


The last word in 
simplicity of con- 
struction. 





No set screws or 











cotter pins. 





Plenty of adjust- 
ment, will fit any 
lavatory designed 
for a pop-up. 











Positive in action. 
A patented device 
prevents the 


plunger from clos- 
ing until released. 





Easy to install— 


Ask Your Jobber 
to show you a 
Wiseco Pop-Up 
and be convinced 
it has no equal. 

















WASTE 








The word “plumbarius”’ 
(lead worker) is the ancestor of 
our modern word “plumber.” 
And today, we have the word 
“plumb” meaning a straight 
up and down position as in a 
plummet or lead weight sus- 
pended by a string. 


So the manufacturer of 











plumbing goods of today is 
committed, not only to modern 
standards of plumbing prod- 
ucts, but is also compelled to 
live up to the tradition of the 
trade and be ‘‘plumb,” 

straight up and down in his 
contact with his fellow men. 


That is the watchword of 
Wiseco products and of the 
Wiseco organization. 

—The Oul. 





























QUALITY FIRST 








TRADE MARK 





THE STANDARD OF QUALITY SINCE 1877 


NEW YORK 
ST. PETERSBURG 


J. B. WISE, Inc. 


WATERTOWN, N. Y. 


PHILADELPHIA 


SEATTLE 


CHICAGO 
LOS ANGELES 


TRADE MARK 











Mention Domestic ENGINEERING when writing advertisers. 


















1927 


























TH 








ZEA 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








OVER 300 RESERVATIONS IN FOR CALIFORNIA 
. CONVENTION 

Preliminary to the opening of the state convention of 
the Master Plumbers’ Association of California, which will 
be held at Camp Curry, Yosemite Valley, June 6, 7 and 8, 
a vigorous and constructive campaign to arouse interest in 
the gathering is being waged by state officials. Most of 
this effort centers in the office of State Secretary Bruce 
Clark, in Los Angeles, but considerable field work is being 
done as well. 

Secretary Clark, during the last two weeks, spent sev- 
eral days with Secretary S. B. Cook, of the North San 
Diego County Association, calling upon every plumber 
within that territory. Practically a week was spent with 
Fred High, president of the San Joaquin Valley Associa- 
tion, during which time the plumbers in Madera, Merced, 
Turlock and Modesto were visited. This particular trip 
was to excite interest in the meeting of the San Joaquin 
Valley Association which will be held at Bakersfield. 
Every plumber called upon was urged to attend the state 
convention as well. Secretary Clark announces that over 
300 reservations for accommodations have been received 
at his office, indicating that there will be a large and en- 
thusiastic attendance. 





MILWAUKEE ASSOCIATION SELECTS CONVENTION 
DELEGATES 

Delegates to the national convention have been selected 
by the Milwaukee, Wis., Master Plumbers’ Association. 
There are 21 and they will be headed by Walter Dusold, 
president of the association. The delegates include: 
George C. Block, Walter Tesch, Charles C. Voelz, Joseph 
Brah, L. R. Friend, O. A. Waskow, Charles Pelunek, 
Joseph Wittig, A. J. Maag, Hugo Lippert, E. F. Henoch, 
A. A. Hoffmann, Frank Loppnow, Peter Vogt, Elmer 
Schmidt, A. P. Backes, H. C. Williams, J. E. Robertson, 
8. V. Hanley, Albert Haack and Jacob Belz. 

Alternates are Arthur Vollmer, Paul Buckethal, William 
Schoenrock, Charles Heffling, Albert Schafer, Edmund 
Grassler, Otto Laetsch, Andrew Laas, John Savadil, Albert 
Smukowski, Paul Osten, George Bronenkant, S. Dereszyn- 
ski, John Zawerschnik, Lester Horton, Barney Dereszynski, 
Jerome Patek, Michael Mueller, John Binder, Fred 
Schwantes and John Schnukel. 





NORFOLK PARTY TOUR TO BOOST CONVENTION 

The Master Plumbers and Heating Association of Nor- 
folk, Va., Inc., is arranging a convention attendance tour, 
lo begin at Norfolk on the morning of May 16. During 
that day, the party will visit the masters at Petersburg 
and Farmville, attending a meeting that evening at Lynch- 
burg. The next day, the masters will visit Danville and 
attend a meeting of the Roanoke association that evening. 
On May 18 they will attend a meeting of the Valley asso- 
tiation, with a gathering of the Charlottesville associa- 
tion the goal for that evening. The following day the 
barty will return to Norfolk. 

The association has started a ‘‘More Business Cam- 
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paign,’”’ setting as a goal the sale of five hundred faucets 
from May 9 to May 31. It is also planned to give a prize 
for the best window display of faucets during the period. 
Officers of the association are urging the members to send 
a faucet with every journeyman when he goes out on a 
repair job, and ask the journeyman to make an attempt 
to sell it. In addition, they urge the members to encour- 
age the journeyman to sell a better-grade article, and to 
try to make a substitution if a cheap article is selected. 

At the meeting of the association held April 26, it was 
voted to send $25 to the Red Cross Disaster Committee 
for Relief in the Mississippi Valley. 

—_;, 

PROVIDENCE ASSOCIATION IN NEW QUARTERS 

It is announced that the activities of the Providence, 
R. I., Master Plumbers’ Association are now being directed 
from the new headquarters at 218 Thayer street. 





PHILADELPHIA HAS BIG MAY MEETING 


The Master Plumbers’ Association of Philadelphia 
elected delegates and alternates to the Pennsylvania state 
convention and to the 45th convention of the National 
Association of Master Plumbers, at the May meeting, held 
Thursday evening, May 5. 

It was also the occasion of the long-expected report of 
the committee which has been studying the question of 
group advertising, headed by Harry Stilwell. Mr. Stilwell, 
after outlining the plans of the committee, opened the 
meeting to discussion, which was freely indulged in, the 
association finally sanctioning the plans of Mr. Stilwell 
and his associates. The result was the calling of a joint 
meeting of manufacturers, jobbers and master plumbers, 
which is reported elsewhere in this issue of ‘Domestic 
Nngineering.” 

The speaker of the evening was H. S. Maddock of 
Thomas Maddock’s Sons Co., Trenton, N. J., who took up 
the question of merchandising. Mr. Maddock has a well 
deserved reputation as a merchandising manufacturer 
and told the assembicd masters many of the ways they 
can increase their volume of business and at the same time 
get better prices for the goods they sell and install. It is 
his belief that it is as easy to sell quality goods as cheaper 
competitive articles and that the merchant plumber will 
make a bigger profit from each sale, at the same time de- 
veloping a satisfied customer. Mr. Maddock was accom- 
panied by ‘‘Dick’’ Lane of his company. 

Over 200 masters were present. The meeting started at 
8 p. m. and lasted until after midnight, the report of the 
sanitary committee vying in interest with the conclusions 
reached by the committee on advertising and with Mr. 
Maddock’s address. M. J. Feeney, the association presi- 
dent, is also chairman of the sanitary committee. 

It was also arranged for a large share of the members 
to make an automobile tour to Harrisburg for the state 
convention. Members are urged to get in touch with 
George Hicks or Secretary Robert Pflug-Felder for infor- 
mation about starting points and the hour of leaving. 

The delegates and alternates are: J. G. Lowener, H. L. 
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Stilwell, George M. Hicks, George Moeller, H. B. Asquith, 
James Soehle, William H. Ambrose, T. F. Dempsey, George 
J. Diggins, George F. Uber, William McCoach, Duncan A. 
Worrall, E. Herman Moser, John A. Quinn, William H. 
Zimmerman, Elvin H. Mackay, Ernest Shank, Joseph J. 
Bunn, William H. Beahm, John R. Newsome, Daniel D. 
Whealin, Harry C. Worrall, Gregor Drummond, Walter 
Raid, George McLaughlin, Charles Reeves, L. J. Craig, 
Graham W. Long, Thomas O’Brien, R. G. Weir, A. S. 
Powell, William R. Smith, William Boal, William V. Ket- 
tlewell, Eugene Quindlen, Hugh McElwee, D. F. Durkin, 
Jr., Harry B. Lentz, John C. McNally, Robert J. Hoben, 
George J. Noon, Anton Jakoby, William Fox, William W. 
Myers, Frank P. Dougherty, R. G. Allen, Robert Hunter, 
Jacob Bugger, F. P. Brown, James S. Lyons, E. F. Rob- 
erts, Joseph M. McGinnis, Martin J. Morgan, Joseph P. 
Stott, Howard Smith, E. H. Rinear, Charles Jann, Charles 
Jahn, Albert E. Young, William T. Savage, William R. 
Smith, John A. McVeigh, Henry McGarry, H. L. Righter, 
Henry M. Ford, John F. Seibel, Chris Nees, 3rd, Charles 
W. Ward, John G. Ward, John H. Baumann, Jr., Ernest 
Oekels, Frank S. Dykes, William J. Roche, Paul R. Clop- 
per, Joseph D. Davidson, Irwin H. English, Paul J. Hoft, 
H. L. Hankins, Y. Jorgenson, Berthold Betz, William C. 
Leypoldt, Robert Shand, Benjamin Landau, E. J. Troy, 
Walter Ross, Ernest Schenck, James MacFarlane, George 
Caldwell, William M. Anderson, Howard Neilson, and 
William Buzby. 





SAN FRANCISCO MASTERS ELECT CONVENTION 
DELEGATES 

The Master Plumbers’ Association of San Francisco, 
Calif., held its regular meeting April 24, at which the 
following delegates and alternates were elected to attend 
the state convention to be held June 6, 7 and 8, at Yo- 
semite National Park, with headquarters at Camp Curry. 

The delegates are: William J. Monihan, president (dele- 
gate-at-large), William J. Forster, George Y. Morton, 
Alexander Coleman, Albert J. Wilson, Joseph Sand, A. J. 
Silva, F. Gomersal, L. Bernstein, William G. Koenig, S. 
Petersen, C. W. Lubliner, P. Tabacco, A. Newmark, J. J. 
Deasy, J. V. Young, Joseph McAuliffe, J. Camp, J. Rohr 
and A. J. Trezise. 

The alternates are: Roy Murray, Sam Meyer, Frank 
DeLano, William LaChapelle, T. B. Morrice, George N. 
Zaro, Frank J. Klimm, Joseph Brooks, Frederick W. 
Snook, James H. Pinkerton, Thomas Skelly, James Fitz- 
patrick, H. Lawson and §S. J. DiVecchio. 





WASHINGTON STATE PREPARES FOR CONVENTION 


Roy E. Thompson, president of the Washington State 
Association of Master Plumbers, has sent out a last- 
minute booster bulletin urging locals to attend the state 
convention at Spokane, May 27 and 28, in full quota. 
Since the two days following the convention are Sunday 
and Memorial Day, Mr. Thompson points out that dele- 
gates and their families can enjoy a long holiday. 

The bulletin also includes a comprehensive announce- 
ment of the national convention to be held in Minneapolis, 
June 20-27, and requests a large attendance at this event 
from the Washington membership. 

It is reported that Longview will be in attendance 100 
per cent at the state meeting, having voted money to send 
delegates, and that Seattle is coming with a strong rep- 


resentation. Other cities send equally encouraging re- 
ports. 

Joe Ashwell and Secretary Ballanger of Seattle will at- 
tend the Oregon convention which precedes the home con- 
vention one week, being held May 20 and 21. 

The program of the Washington convention, according 
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to President Thompson, will include discussion of the fol- 
lowing subjects: : 

Shall we have a field secretary? Uniform wage scale 
for journeymen handled by state recommendation; Work- 
man’s guarantee against poor and inefficient workman- 
ship; State plumbing code; Adoption of improved system 
of finances for association; National Advertising; Plan of 
the Virginia state association; Important trade problems, 

Besides these topics the program will include addresses 
of national officers, district zone directors, T. E. B. repre- 
sentatives, men and business men in other lines of indus- 


try, who will bring messages of inspiration to the con- 
vention. 





CHICAGO PLUMBERS FINISH BOWLING SEASON 


The 90-game schedule of the bowling league of the 
North and Northwest Master Plumbers’ Pleasure Club of 
Chicago came to an end recently, with the team of Jacoby, 
Otto, Pearson, Breyer and Fitzsimmons out in front. Five 
teams competed every Monday afternoon throughout the 
bowling season, developing considerable good-natured 


rivalry. The scores and team standings tell the story: 
Individual Team 
Season’s Games High High 

Team Average Played Game Game Won Lost 
DOOR, §o:5%.0555% 172 90 242 910 56 34 
ee eae ee 159 76 244 

M. POOrsom. ....5.% 155 83 201 
J. T. Fitzsimmons.158 81 220 
i: SOPOT ek ascaks 122 74 169 
O. Herrmann ..... 180 87 268 938 49 41 
J eae ee 126 78 180 
ee errr 141 90 200 
fs ot! 141 87 195 
W. Garvey ...<...« 151 87 208 

H. Diedesch ...... 163 86 222 913 48 42 
; Gkibbe «6.65.25 162 90 229 
ae | a 154 29 188 
P. Giedler .....06% 144 86 208 
ae 132 90 205 
E. C. Wagner ....163 81 218 902 47 43 
W. Wagner ....... 174 86 247 

eee 152 81 218 
i; MOP 266s aes 133 81 213 
‘| as i 122 81 178 
F. Wagner ....... 163 90 234 888 45 45 
ee 171 78 232 
F.. FED secccecses 150 86 201 
PD. ada cues 141 77 193 
eer eer 108 83 170 

WE. SPROrse. 2 os sccs 178 40 210 883 25 65 
ee Ct ir 155 89 237 
Cc. Burmeister ....149 78 202 
L. Christiansen ...1385 87 198 
J. MORONS 26.0005 126 63 188 





SALT LAKE CITY ELECTS DELEGATE TO 
MINNEAPOLIS CONVENTION 

Edmond G. Harris, president of the Salt Lake City, 
Utah, Association of Sanitary and Heating Engineers, was 
selected to represent that organization at the annual con- 
vention of the National Association at Minneapolis next 
June, at the regular weekly meeting of the Salt Lake 
Association held May 5 in the Hooper Building. 

National Director William A. Bywater declared that 
both the Salt Lake City and Utah State Associations of 
Sanitary and Heating Engineers were making excellent 
progress and urged continued co-operation: on part of the 
masters. 

The next meeting of the Salt Lake Association, which 
was scheduled for May 12, was postponed until May 19, 48 
the Utah State Association is holding its regular quar- 
terly convention on the former date. 
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\ Operation 
ELECT RODE 
the The electrodes and a coil connected to the storage tank INSULATORS 
» of are immersed in water in the lower tank of the heater. 
oby, The electric current, in passing through the resistance 
Five of the water, heats it. This water then heats the stor- 
age supply in the coil. ELECTRODES 
the OR HEATING 
ired At the proper temperature, vapor produces a pressure ELEMENTS j COIL CONNECTED 
“ in the heater and forces a portion of the water up into ————- TO HOT WATER 
ty: the expansion tank. The electric current is then auto- INSULATION STORAGE TANK 
matically decreased as less of the electrodes are im- AROUND HEATER 
Lont oe. PIPE FOR PASSAGE 
34 Cold water entering the coil condenses the steam and —— oa Ra he 
reverses the process. EXPANSION TANK 
INLET FROM ; =f 
STORAGE TANK r A > ] 


41 


No heater troubles. * = 
| chen a Chicago is installed 


3 PERATES electrically—the clean 
45 : safe method of today. 














perature from 110 to 180 degrees. 


The heat is even and distributed, 
Automatic, yet nothing moves but the rather than intense and localized, thus 

water. There are no parts to wear or materially decreasing scaling and pre- 
65 get out of order. cipitation in the storage tank. 


Water is always in circulation—all the 
water in the storage tank is of an even 











All the electrical energy is converted 
into heat and current is used in exact 








temperature. proportion to the hot water required. 
ia The temperature regulating valve pro- The equipment the domestic consumeris 
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Tub Supply 
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CENTRAL now presents 
new and striking Tub 
Supply Combinations, feat- 
uring through-the-tub 
supply ‘pout with integral 
concealeu overflow. 


This improvement — plus 
the new CENTRALIFT 
Drain — accomplishes effec- 
tive simplicity in appearance, 
as well as installation 
economy. 








No panel is needed—all 
mechanism is repairable 
from the front wall—and the 
ordinary chain and stopper 
are done away with. 

These novel combinations 
are furnished either with 
regular bath valves as shown 
or with diverter. 


Shown and sold by 
Wholesalers. 
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PHILADELPHIA CONTRACTORS IN NEW BUILDING 

Herman Goldner Co., Inc., 425-427 West Lehigh avenue, 
Philadelphia, recently opened its new building at the 
above address. In connection with this event, a four 
page circular was issued to the public. The circular is 
striking in that it contains very little copy. Pictures are 
permitted to tell the story. One full page is given over 


to the photograph of the front of the building, the next> 


page is given over to two views in the company’s sales- 
room, and on the back page is shown a view of the shop. 
The slogan used for this circular was ‘‘Forty years of 
service.”’ 


ENTERTAINMENT 

A large attendance turned out for the annual enter- 
tainment and dance of the Quincy (Mass.) Master Plumb- 
ers’ Association held at ‘‘Gleenwood,’’ Wollaston, Mass., 
Thursday evening, April 28. A number of manufacturers’ 
and wholesalers’ representatives were guests of the asso- 
ciation, as were E. Baker, executive secretary of the 
Massachusetts state association, and J. Keniley, plumbing 
inspector of Quincy. 

Three prizes were awarded to the best dancers in a 
waltzing contest. The first prize was awarded to Mr. 
and Mrs. H. J. Brown of Quincy. Second prize was won 
by Mr. and Mrs. J. McAuliffe, of McAuliffe & Burke Co., 
Boston. Mr. and Mrs. R. White of Jamaica Plains waltzed 
off with third prize. 

E. A. Erickson was chairman of the committee in charge 
of the affair. He was assisted by L. J. Barry, William 
Troup, D. A. Chandler, J. M. Ford and T. A. Paradise. 








TELLS IMPORTANCE OF GOOD CREDIT 

The regular monthly dinner meeting of the Los Angeles, 
Calif., Merchant Plumbers Association, held at Master 
Plumbers Hall on Hope street, Monday evening, April 25, 
was unusually well attended. An interesting program 
had been arranged and a number of men addressed the 
assembled plumbers. 

John F. Sullivan, assistant manager of the Richmond 
Sanitary Manufacturing Co., spoke on ‘‘Credit and Its Re- 
lation to Business.’’ The speaker traced the evolution 
of credit from the barter in prehistoric times, down 
through the introduction of money tokens and the begin- 
ning of business specialization until the present almost 
absolute dependence of business upon the application of 
credit. He said that from the very first dawnings 6f his- 
tory there had been honorable men and dishonorable men 
in business transactions, and there were descendants of 
both varieties still in existence. He said that credit was 
based primarily upon confidence, and he defined confi- 
dence as one man’s knowledge of another man’s character, 
capacity and capital. If business should be conducted 
properly, credit, based upon integrity, would increase. He 
Save several practical examples of such a development. 

The speaker said he liked to picture credit to himself 
48 a long, winding, narrow path running down through 
life. But this path was beset all along its length with 
pitfalls. In case a man kept to the path he would be all 
right, but if he by chance fell into any of the pitfalls his 
credit necessarily would suffer. Making a practical ap- 
Plication of this simile to the plumbing industry the 
speaker stated that the Southern California custom of 
trusteeship, while not unknown in other sections of the 
country, was peculiarly common to Southern California 
and thus warranted special mention. 

Trusteeship is especially dangerous to the plumbing in- 
dustry, he declared, because through its operation the 
Safeguard of the lien law, upon which many plumbers 
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were accustomed to look for their protection, practically 
was nullified and too frequently they were mulcted out of 
their just dues. The speaker said this condition should be 


corrected by law and, if it were, many men who now are 
trying to erect buildings in Southern California with in- 
adequate capital would be wiped out. 

C. F. Glaspell, office manager for the Enameled Ware 
Manufacturers Inspection Bureau, 321 Produce Building, 
Los Angeles, spoke on the operations of this institution 
and stressed the fact that the responsibility of the master 


plumbers toward the bureau was not a whit less than that 
of the manufacturers of enameled ware or that of the 
jobbers who distributed it. In other words, he maintained, 
it was the intent of the bureau to take an absolutely im- 
partial position with regard to its relations to any of the 
factors in the plumbing industry and in its operation to 








Display of the Hoffman Heater Co., Louisville, Ky., at the 
recent annual convention of the Oklahoma Master Plumbers’ 
Association, held at Muskogee 


do what it could to protect all three. - For this reason, 
Mr. Glaspell contended the master plumbers should accept 
the inspection service of the bureau as its work was in 
the direction of making good the intent of the manufac- 
turers to furnish only first class fixtures and through its 
functions to assure to the plumber that when the fixture 
reaches his shop or the job it should be in the same con- 
dition it was when it left the factory. 

The bureau keeps three men employed in inspection 
service at all times and when inspection is asked for by 
a plumber, if he happens to be located within the Los An- 
geles metropolitan district, the request receives attention 
within from one to four days time, and if outside of that 
district, as, for instance, in the Imperial Valley or in San 
Bernardino county, within two weeks. During the pre- 
ceding year, these inspectors traveled between 75,000 and 
80,000 miles and made thousands of inspections, the bu- 
reau’s records show. 

Another reason why the plumber should keep in touch 
with the bureau, the speaker continued, was that thereby 
he would be assured of getting the allowances from the 
manufacturer for such fixtures as did not pass inspection. 

This Enameled Ware Manufacturers Inspection Bureau 
is unique with Los Angeles—there is nothing like it any- 
where else in the country. It began functioning on Janu- 
ary 12, 1925, and is maintained by the manufacturers of 
enamel ware. Its establishment grew out of the peculiar 


conditions affecting the plumbing industry in the city, 
which are in a sense different than they are elsewhere in 


the United States. 


It thus has been operating for about 
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A Porcelain Enameled Lavatory 


Whether it be in a palatial mansion or the compact Richmond Enameled Ware is made in but one grade 








little home this new Richmond Porcelain lavatory —and that the finest. It is of a standard that may 
(J-610) has the appearance of ‘“‘belonging”’. be used wherever perfection is demanded. 
Perfectly cast and finished with smooth, wear resist- A new catalog has just been issued which includes 
ing enamel that will not craze. complete specifications and many new features. 
Made in three sizes and drilled for lift-waste or pop- Every architect and contractor should have a file copy. 
up as desired. Send the coupon below for yours. 
RICHMOND PrRopucTs 
Sinks Wall and Pedestal Lavatories Corner, Recess and Roll Rim Baths 
Combination Sinks and Laundry Trays Radiators Model Boilers, Round Boilers 
Heavy Duty Boilers For Steam and Hot Water Systems 
SLR ABI NE 
INCORPORATED 


Enamel Ware Division 
Executive Offices 


1480 Broadway, New York, N. Y. 


Enamel Ware and Radiator Factory, Uniontown, Pa. 
Boiler Factory, Norwich, Conn. 


Branch Offices 
Chicago 568 Wrigley Building Boston 460 Park Square Building 
Philadelphia 2241 North American St. Cleveland Cedar Ave. & Ashland Rd. 


Harrisburg, Pa. 116 South Second Street 


RICHMOND RADIATOR COMPANY, 1480 Broadway. New York 
Please send the new catalogue of Richmond Enameled Ware. 
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PNEUMATIC—STORAGE— SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 
Clare and Kloman Sts. Baltimore, Md. 
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AMERICAN PIPE TOOL COMPANY 
Harrison St. and Kolmar Ave., Chicago, Illinois 


I¥¥V VY¥VVVVVVVVYVY 











STRINGER ROUGHING-IN SYSTEMS 


Save the Plumber TIME and MONEY— 


They come ready to install with no waste of material. Try 
them on your next job and be convinced of their merits. 


Manufacturers of complete roughing-in systems for either 
CAST IRON or SCREWED PIPE installations. We have 
fittings for any operation—from the smallest bungalow to 
the tallest building. 

Write for catalog of Modern and Economical Plumbing 
Roughing-In systems. 


STRINGER BROS. CO., Inc. 
1100 West 38th St. - Chicago, Illinois 


Factories: Gadsden, Alabama 
Warehouses: Chicago, Illinois, Gadsden, Alabama 
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two and a half years and during that time has saved 


| thousands of dollars to the plumbers in allowances they 


have received for replacing fixtures which did not pass 
inspection, and has saved also to the manufacturers thou- 


| sands of dollars in cutting down consequential damages. 




















As Manager Glaspell said, it started without precedent to 
guide it in the manner of procedure, but, in answer to the 
question as to whether it had been a success, all he could 
say was that it still was operating and seemed to be ful- 
filling its functions satisfactorily to everybody involved. 

Other speakers of the evening included Judge Louis P. 
Russell, who during the last year or so has gained a na- 
tional reputation for the ‘Traffic School’? he founded and 
fostered in Los Angeles, and G. P. Cartwright, vice presi- 
dent and manager of sales for S. S. Fretz, Jr., & Co. and 
Thomas Devlin Mfg. Co. of Philadelphia, both of whom 
were guests of the evening. 

Just before adjournment Charles M. Swinnerton, gen- 
eral chairman of committees for the California state con- 
vention at Yosemite, announced some of the attractive 
features the convention program will present and urged 
every member of the Los Angeles association to attend if 
possible. 

TRENTON ASSOCIATION HOLDS ANNUAL DINNER 

Tuesday evening, April 26, the Trenton Master Plumb- 
ers’ Association held its annual banquet and ladies’ night 
at Hildebrecht’s, Trenton, N. J. About a hundred mas- 
ters, their wives and guests assembled at seven o’clock to 
do justice to an exceptionally hearty dinner. James L. 
Bennett was the toastmaster and performed a real service 
in introducing the various speakers. William C. Bur- 
roughs, Jr., president of the association, welcomed every- 
one in a most hearty manner. Mayor Donnelly, of Tren- 
ton, was unable to be present and in his stead Abram 
Swan, Jr., and Edward Lee, commissioners of the city of 
introduced. State President Walter A. 
address, reviewed the activities of the 
covering the inauguration of bookkeep- 
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Top row, first picture: J. B. Padfield of the Atlas Supply Co. 
Muskogee; A. C. Bort of Muskogee; T. S. Jones of Crane Co, 
Muskogee.—Second picture, back row: C. 0. Armstrong of 
the Ruud Mfg. Co., Gklahoma City; Gene Jones of the Gen- 
eral Appliance Co., Oklahoma City; front row: George R. 
Manchester of the Ruud Mfg. Co., Oklahoma City; E. P. Gallup 
of the Woodward-Wanger Co., Philadelphia, Pa.—Bottom row; 
first picture: E. J. McCamish, manager, Enid, Okla., branch of 
the Baker Mfg. Co.; F. W. C. Bailey of the Eagle-Picher Lead 
Co., Joplin, Mo—Second picture: William J. Hebenstreet of 
the Kellogg-Mackay Co., Kansas City, Mo.; William G. Berg- 
ner, secretary of the National Trade Extension Bureau, Ev- 
ansville, Ind. Photos taken at the recent Oklahoma state 
convention held at Muskogee 
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ing classes and making several suggestions to local asso- 
ciations, one of them being the employment of a perma- 
nent secretary in all locals who could work part time for 
some of the contractors, and devote the rest of his time to 
association activities. He also told of the activities of 
the state association to have the state direct bidding law 
enforced, citing a case in Garfield, N. J., where the town 
itself had contracted with the general contractor for the 
complete job without having advertised for separate bids 
on the plumbing, heating and electrical work. The state 
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Acme Sean Divisions 


association, after warning, went into court and obtained | 


an injunction against the town, preventing them from pro- 
ceeding with the building until separate bids were asked 


on plumbing, heating and electrical work. He also ad- 


vised the employment of a state field man who could cover | 


the entire state, devoting his time to educational, legisla- 
tive and membership work. 

Past State President John J. Corcoran of Jersey City 
voiced his pleasure at being able to attend the Trenton 
dinner as did Second Vice President William N. Chesnut 
of Montclair. State Secretary Andrew A. Taaffe outlined 
the plans for the convention to be held in Newark, May 
17 and 18, and urged everybody to attend. He also made 
a plea for a large state delegation at the National Con- 
vention at Minneapolis and sketched the itinerary of the 
Newark delegation, inviting other master’ plumbers, 
throughout the state, to join the Newark delegation in the 
trip to Minneapolis. 

Alfred J. Hoffman of Verona, a member of the State 
Board of Trustees, dwelt on the activities and helpfulness 
of the Ladies’ Auxiliary in association work, and said that 
the ladies were becoming more and more a factor in local, 
state and National affairs. 

State Organizer Joseph A. Sprouls of Jersey City 
sketched his activities in co-operation with the state of- 
ficers in forming new associations. 

After the dinner and speechmaking, Frank V. Walsh, 
a member of the Trenton association, rendered several 
baritone selections which were enthusiastically received. 
Mrs. W. H. Royer should be called the Jersey mocking- 
bird because of her proficiency in a whistling act which 
she put on for the assemblage. The dancing of Mrs. Wil- 
liam C. Burroughs, Jr., was a symphony in rhythm. 

As attendance prizes, Mrs. Clarence B. 
recipient of a gold plated meat platter. Mrs. Anthony 
Bruno received a pair of silk stockings and Mrs. William 
C. Burroughs, Jr., a pair of garters. Thomas J. Kerwick 
received a pair of silk socks and Philip Slack a necktie. 
City Commissioner Abram Swan received a smoking set, 
while Mrs, Fred Nitz received a fine box of candy in a 
dance contest. Orange squeezers of Durock were pre- 
sented to everyone present with the compliments of the 
Thomas Maddock’s Sons Company. 

Too much credit cannot be given to Messrs. Frank 
Penrose, C. M. Jefferies, J. L. Bennett, Thomas J. Ker- 
wick, and John Michels for their enthusiasm in arranging 
the dinner. 


W omen’s eA: uxtiliaries 


Jersey City Auxiliary Gives Spring Dance 

Some interesting and highly entertaining features 
marked the annual spring dance given on April 27 at the 
Masonic Temple, Jersey City, by the Women’s Auxiliary 
of the Master Plumbers’ Association of Jersey City, N. J., 
Inc. Disregarding the stormy weather which marred the 
evening, 150 guests enjoyed the singing and buck and 
wing dancing of the quartet composed of Thomas Collins, 
James Brown, James Glesias and Edward Stanford, all of 
the Jersey City branch of Bridgman Co. 
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MANUFACTURERS OF BRASS VALVES AND BOILER TRIMMINGS 
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Brass Drum Trap Covers 


We also manufacture a large variety of other styles of covers 
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tings. 
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The public by thousands is turning 
to No. 1 Buckwheat Coal to save an 
average of $7 per ton. That is why 
Heating Contractors are installing 
so many thousands of 


Spencer 


steam .vapor or hot water 


Heaters 
burn No.1 Buckwheat coal 


Spencer Heater Co. General Offices: Williamsport, Pa. 


New York City Boston Philadelphia Baltimore Hartford 
Buffalo Rochester Albany Syracuse Scranton 























HE Donnelly Pressure 

Relief Valve operates 
automatically when the 
pressure becomes too great. 
And it really operates, too. 
The external spring elimi- 
nates the possibility of cor- 
rosion. 


Ask your jobber or write us 


Donnelly Manufacturing Company 
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No. 19 Double Acting Lever 


This heavy pattern brass lever is made 
adjustable to fit any thickness of tank. 
It is built to withstand heavy duty and 
is guaranteed fully both as to materials 
\ , and workmanship. | 
, Write for Inbraco catalog. 


INDIANA BRASS CO., Frankfort, Ind. 
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The Baltimore Quality Line 


PLUMBERS’ CAST BRAss Goons 


BALTIMORE VALVE CORPORATION 
BALTIMORE, MD. 











RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary ' 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 


INSURANCE 


AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can 
be no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, gas and germs. 

















() 


Always works. 
Nothing to gct out 
of order. rass 
working parts sub- 
merged. 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient. 






Pat. Dec. 3, 1914 
Crampton-Farley 
Write for Brass Co. 
Details Kansas City, Mo. 
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Little Mollie Fellerman, the six-year-old daughter of 
Morris Fellerman, Jersey City master plumber, inter- 
spersed a dance with a cute execution of the Black Bot- 
tom and several aesthetic dances. Mrs. Val. F. Werner, 
wife of one of the leading Jersey City plumbing contrac- 
tors, rendered a whistling solo and Mrs. Walter Sharrock 
sang a solo accompanied at the piano by her brother-in- 
law, Harry Sharrock. 

No little amusement was derived from the balloon 
dance which necessitated each of the participants having 
an inflated ‘“‘Domestic Engineering”’ balloon tied to his or 
her ankle during dances. Miss Marie Maloney and George 
Wagner were awarded, respectively, a gold pencil and a 
fountain pen in the elimination dance, which concluded 
one of the most enjoyable of the many social evenings at 
which this auxiliary has been hostess. 

Due to an illness from which she is just recovering, 
Mrs. J. J. Corcoran, who headed the committee on ar- 
rangements, was unable to be present. Her associates in 
planning the undertaking were Mrs. Sharrock, Miss Flor- 
ence Werner, Mrs. Joseph Sprouls, Mrs. L. C. Kull, Mrs. 
L. S. Komoski and Mrs. J. F. Lundberg. J. J. Corcoran 
also assisted greatly in seeing to it that the evening was 
a happy one for everyone present. Refreshments consist- 
ing of home-made sandwiches, cake, ice cream and coffee 
were served by the ladies. 








Top picture: Mrs, H. E. Mesnard, Detroit, newly elected presi- 
dent of the Detroit Ladies’ Auxiliary; Mrs. W. Turton and 
Mrs. Hugh Bonner, both of Port Huron.—Lower picture: Mrs. 
E. P. Giberson, Mrs. A. Hempel, Mrs. G. Strachan, Mrs. G. 
Russell, all of Detroit. At the recent convention of the Michi- 


| gan State Association of Plumbing and Heating Dealers, at 


Flint 


St. Louis Auxiliary Increases Membership 

The St. Louis, Mo., Women’s Auxiliary held its fourth 
meeting of the year on Thursday, April 21. At this meet- 
ing the auxiliary was informed that Mrs. Charles Quinn 
and Mrs. Ed. Quinn had been elected first and second vice 
presidents, respectively, and Mrs. William Daly, honorary 
past president of the recently organized Missouri state 
auxiliary. Three new members were received into the 
auxiliary, namely, Mrs. George Eichenlaub, Mrs. Charles 
Nott and Mrs. Charles Obert. In the future, meetings of 


the St. Louis auxiliary will be held at the City Club build- 
ing. 


The next meeting was held on May 12. 
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Fort Dodge Ladies Hold Monthly Social Evenings 

Fort Dodge members of the Ladies’ Auxiliary to the 
Iowa Master Plumbers’ Association meet once a month at 
the various homes, where they have a picnic dinner and 
spend a social evening with music and cards. These 
affairs have been very much enjoyed by all. The Iowa 
Auxiliary holds no regular meetings except at convention 
time, according to a letter recently received from Mrs. 
Lou Pray, of Fort Dodge, president of the Iowa Auxiliary. 

Chicago N. & N. W. Women’s Auxiliary Plans for 

Dinner Dance 

The North and Northwest Master Plumbers’ Women’s 
Auxiliary of Chicago recently installed new officers as 
follows: Mrs. H. H. Diedesch, president; Mrs. Robert Liss, 
vice president; Mrs. M. Sauser, recording secretary; Mrs. 
L. A. Goldacker, corresponding secretary, and Mrs. P. 
Jacoby, treasurer. At the meeting held on April 27 ar- 
rangements were made for a dinner dance to be held at 
the Rainbow Gardens on May 25. Mrs. P. Jacoby, 4332 
North Albany avenue, is in charge of reservations for this 
affair. At the April meeting Miss Shontz, of Kohler Co., 
gave a talk on “Dietetics,’’ and also told about electric 
sinks. Her talk was much enjoyed by the women present. 

Kansas City, Mo., Auxiliary Hears Convention Report 

The Women’s Auxiliary of the Master Plumbers’ Asso- 
ciation of Kansas City, Mo., held its regular meeting at 
the home of Mrs. H. Hampel on Thursday, April 14. A 
very interesting meeting was called to order by the presi- 
dent, Mrs. John Karges. A report was read of the recent 
convention of the Missouri Master Plumbers’ Association, 
held in St. Joseph, Mo. The Kansas City Auxiliary feels 
very proud of having one of its members, Mrs. William 
Knox, chosen as the first state president. 

Denver Women’s Auxiliary Gives Luncheon 

The Ladies’ Auxiliary to the Master Plumbers’ Asso- 
ciation of Denver, Colo., met on Thursday, April 28, at 
the Denver Tea Room. This was an open meeting for 
wives of master plumbers. Luncheon was served at one 
o'clock as a ‘‘Dutch treat.’’ Four new members were 
received—namely, Mesdames Carl Thurston, K. Villian, 
Edward Summers and Harvey Mellema. Plans were made 
for entertaining the visitors to the convention. 


Wichita Women’s Auxiliary Gives Dinner to Master 
Plumbers 

In return for the many courtesies extended to them 
by the Master Plumbers’ Association of Wichita, Kan., 
during the recent convention of the Kansas State Asso- 
ciation of Master Plumbers, the members of the Wichita 
Women’s Auxiliary gave a dinner to which were invited 
the members of the Master Plumbers’ Association and 
their wives. The affair was held in the Association Rooms, 
on April 26. The dinner was followed by dominoes. 
Sides were chosen, one being named ‘Violets,’ the other 
“Goldenglows,”’ the flowers corresponding with the auxili- 
ary colors, which are purple and gold. The Goldenglows 
won by a big majority. The contest grew very exciting 
toward the last, and there is great rivalry between the 
two teams. It goes without saying that they are anxiously 
awaiting another chance to display their ability. Every- 
one agreed that the dinner was a great success. 

San Francisco Auxiliary Celebrates Birthday 

The ladies of the San Francisco Auxiliary celebrated the 
twenty-ninth anniversary of the founding of their organi- 
zation, April 27, when a large majority of the members 
attended an elaborate luncheon served at the Fairmont 
Hotel. Music was by Seeger’s orchestra. There were in 
attendance three of the charter members of the auxiliary, 
Mesdames Mayer, Firmin and Britt, who were presented 
With beautiful corsage bouquets. Following the luncheon, 
the party adjourned to the Alcazar Theater. 
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The THERMOTROL 


The past heating season has proven the 
efficiency of the Thermotrol and demon- 


strated its qualities as a room tempera- 
ture regulator. 


We now announce the new model Therm- 
otrol, improved in appearance, more 
smooth in operation, yet maintaining 
the same principle as the original 


Thermotrol. Write for Bulletin No. 38. 


STERLING ENGINEERING CO. 
1636-44 Holton St. Milwaukee, Wisc. 
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Brothers 
Bead 


“We're always onthe job—working for you 
every minute. Together, or each one for him- 
self, our one idea is to give you the best that 
can be produced—a plumbing chain, clean as 
a hound’s tooth and beautiful in appearance, 
that will last the life of the fixture. 





“Use Bead Chain for plumbing.” 
The Brothers Bead 





FOR PLUMBING 
Trade Mark Reg. U.S. Pat. Off. 


The Bead Chain Manufacturing Co. 


Bridgeport, Connecticut 
Canadian Representatives: Stanley Brock, Ltd., Winnipeg 
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Building News 


Building operations of some size are reported this week 
in different parts of the country. Some contemplated 
projects reach large figures, and a number of plumbing 
and heating contracts have been awarded which are of 
good size. Some of the larger contracts and contem- 
plated projects are listed below: 


Toledo, Ohio—Plans are well under way for the con- 
struction of an Art Museum and Academy of Fine Arts by 
the Toledo Museum of Art, D. M. Goodwin, director. It 
will cost approximately $2,500,000. 

Hartford, Conn.—Libby & Blinn, 135 Sheldon street, 
and Otto Epstein, Inc., 38 Elm street, have the heating 
and plumbing contracts, respectively, on the $1,500,000 
county courthouse building under construction on Wash- 
ington street, for the Hartford County Commissioners. 

Pine Bluff, Ark.—Robinson Brothers have the plumb- 
ing contract on the $1,500,000 fireproof addition to the 
Monteleon Hotel at New Orleans, La. 

Minneapolis, Minn.—The Lutheran Bible Institute will 
build a 12-story bible institute building at Portland ave- 
nue and Seventeenth street, East, to cost $500,000. Ar- 
thur Dahlstrom, 1200 Second avenue, South, is the archi- 
tect. 

St. Louis, Mo.—The Sheehan Plumbing Co., 1609 Olive 
street, has the plumbing contract on the $425,000 unit 
of the $900,000 Bishop Tuttle Memorial Building at Lo- 
cust street for the Christ Church Cathedral. 

Shreveport, La.—Plans and specifications are nearing 
completion for the general contract bids on the proposed 
12-story and basement Medical Arts building on the corner 
of Travis and Louisiana streets, to cost approximately 
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Top picture: Harold Thompson of the Oster Mfg. Co.; R. H. 
Mattison, manager of the Buffalo association; R. J. Moran, 
Buffalo; H. J. Brandeles of Utica.—Bottom picture: W. A. 
Thompson of the H. B. Smith Co.; D. W. Ashton of Buffalo; 
H. W. Jones of the Howe & Bassett Co., Rochester; E. Folley 
of Binghamton.—Photos taken at the annual convention of 
the Heating and Piping Contractors New York State Associa- 
tion, held at Syracuse, N. Y. 


$1,000,000. The structure is to be erected for the Benson 
Realty Co. of Shreveport. 

Newport News, Va.—The Virginia Engineering Co., 
First National Bank building, has the plumbing and heat- 
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Grease Interceptors 
Instant Water Heaters 
Check Valves 
Sewer Valves 
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Products’ 


Expansion Joints 


Vent Stack Sleeves 


Concrete Inserts 


The Josam Manufacturing Company 


4904 EUCLID AVE., CLEVELAND, OHIO 


Factory: Canal Road, Michigan City, Ind. 


We will be in booths 13 and 14, Section D, at the N. A. M. P. Convention in Minneapolis—June 20 to 24, 1927. 
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ing contract in the erection of the $604,000 unit of the 
building at the Federal Industrial Institution for Women 


at Alderson, W. Va. 


Portland, Ore.—Fox & Co. have received some attrac- 
tive awards for contracts on the new $1,750,000 theater 
and hotel project which has just been started by the 
Portland Paramount Corporation, having been authorized 
to handle the plumbing, heating, ventilating, sprinklers, 
vacuum cleaners and refrigeration. L. H. Hoffman has 


the general contract on this building. 


Schools 


Minneapolis, Minn.—Charles Conner & Co., 99 South 
Eleventh street, with a bid of $33,000 have been awarded 
the plumbing contract for the Howe and Cleveland schools 
to be built in that city. The heating contracts on the two 
schools amounting to $36,200 have been awarded to C. E. 
Hasey & Co., 726 South Fourth street. Plans were made 
by the Bureau of Buildings, Division of Design and In- 
spection, 245 Ninth avenue, North. 

Rock Island, Ill.—Channon & Dufva, with a bid of 
$27,350, have been awarded the plumbing and heating 
contract in the women’s three-story, 67x160 foot dormi- 
tory building to be built at Seventh avenue and Thirty- 
eighth street in that city by the Augustana College. It 
will cost about $225,000. Hamilton, Fellows & Wilkin- 
son, 814 Tower Court, Chicago, are the architects. 

Huron, S. D.—A $24,950 plumbing and heating contract 
for the new school was awarded to George C. Hunt. F. 
C. W. Kuehn is the architect. 

Portland, Me.—The Fels Company, Union street, and 
Rice & Reuben, 70 India street, have the heating and 
plumbing contracts, respectively, on the proposed 8-room 
school to be erected at Pine and Mussey streets, South 
Portland. 





Manchester, Ohio—High school plans to build a brick 
gymnasium containing dressing and shower rooms on the 
school campus. 

New Haven, Conn.—Bids will be asked early in June 
for the construction of a dormitory building on Forest 
street, for the Hopkins Grammar School, from plans by 
Henry K. Murphy. A 3-story brick and concrete building, 
40x60 ft., with a basement, will be erected. 

West Chester, Pa.—George J. Palmer has been awarded 
the plumbing and heating contract on the new school at 
Thorndale, Pa. 

Memphis, Tenn.—The Southern Heating Co. has the 
$54,515 heating contract on the David H. Hickman High 
school at Columbia, Mo. 


Paducah, Ky.—The heating and plumbing contract has 
been awarded to E. D. Hannan, 319 Kentucky avenue, 
on the addition to the Reidland high school. 

Milwaukee, Wis.—Joseph Wittig has been awarded the 
plumbing contract in the dormitory under construction 
at St. John’s Military academy, Delafield, Wis. 


Thiensville, Wis.—H. O. Blank has been awarded the 
steam heating and ventilating contract on the high school 
under construction at Grafton, Wis. 

Markesan, Wis.—J. P. Richards & Son have been 
awarded the plumbing contract and the Thomas Heating 
Co., Racine, Wis., has been awarded the heating contract 
on the high school which is to be rebuilt at Montello, Wis. 


Amarillo, Tex.—Plans are being considered by the 
Board of Trustees of Amarillo College, for a building pro- 
gram including a new administration building to cost 
$200,000; a men’s dormitory to cost $150,000; and a 
women’s dormitory to cost $150,000. Other building is 
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REG.U.S. PAT. OFFICE 


SUBMERGED 
WATER HEATER 


Heats Water With Water 


Makes separate water heater unnecessary. 
Saves 50% to 70% of fuel bills. 
Installed in either oil or coal fired boilers. 
Operates in summer and winter with equal satisfaction. 
Supplies hot water to over half a million people. 





Sold only through the trade. 


BELL & GOSSETT COMPANY 
3000 WALLACE ST. 83 CHICAGO, ILLINOIS 
Cleveland, Ohio, 2281 Scranton Road 


E. McCloskey, 
318 Planters Bidg., St. Louis, Mo. 


West, 


L. H. 
182 2nd St., Milwaukee, Wis. 
Eastern Distributors: 
McDermott Water Heaters, Inc., 101 Park Ave., New York City 





Don’tBe Content 


With ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—Copper— Galvanized 
Iron 


Every Flashing Adjustable 
Every Flashing Perfect 





Manufactured only by 


SIMPLEX MFG. COMPANY, 213W. Austin Ave., Chicago 


NIEDECKEN 
SHOWER STALLS 


PATENTED 


Are Leak-Proof | 
And Complete With | 


NIEDECKEN SHOWERS 


Write for Bulletin D. 10X. 


HOFFMANN & BILLINGS MFG.Co. 
unre e. uw. Ss. . 


} 
Mminwa A | 
































Porcelain Enameled Wash Tray Covers 
are another sure way to profits. Long 
wearing and sanitary. 


Ask your jobber! 
SHOE-LETCHER COMPANY 


10th & Henderson Sts. Jersey City, N. J. 
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Trenton Brass 
Fittings are 
faultless because 
they are manu- 
factured with 
the utmost care. 
They are fault- 
less in service 
because they 
have been per- 
fected through 
long years of 
manufacturing 
experience. 


Order from your 
jobber. 


THE TRENTON 
BRASS AND 
MACHINE CO. 


Trenton, New Jersey 


San 
SAC ae ROS Sr 
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also planned although announcements have not yet been 

made. W. M. Pearce is chairman of the board. 
Arlington, Tex.—Plans are being made by the North 

Texas Agricultural College, for the construction of a 


Science Building to cost $150,000, and a Trades and In- 


| dustrial Building to cost $50,000. 





) 
| 
} 


| 
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Chapel Hill, Tex.—The school board is making plans 
for the construction of a high school, of brick and con- 
crete, 100x140 ft., five class-rooms and auditorium. 

Houston, Tex.—The board of education is having plans 
drawn by L. A. Glover, architect, 623 Binz building, for a 
three-story, 12-room, annex to the Alexander Hamilton 
Junior high school. Construction will be of brick, trim 
stone and concrete. 





Miami, Tex.—The board of education is having plaus 
prepared by G. A. Carlander, architect, 15 Massie building, 


| Amarillo, for a high school of brick and concrete. 


Bellingham, Wash.—On the new Normal School Library, 
the A. J. Blythe Co. secured the plumbing contract at a 
figure of $3,943; while the heating contract was awarded 
to F. M. Haskell at $17,152. The total cost of the building 
will be about $190,000, and it will be ready about Jan- 
uary 1. 

Watertown, N. Y.—The city will spend more than 
$900,000 in remodeling and enlarging several of its 
schools. Architects are now submitting plans and specifi- 
cations. 

Oswego, N. Y¥.—Two grade schools estimated to cost 
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LEONARD 


Thermostatic Water 


Mixing Valves 


For concealed piping, the Type L-9-C 
Leonard Thermostatic Water Mixing 
Valve delivers a sufficient supply of 
blended water for a single shower head, 
shower and tub or an X-Ray developing 


tank. 


The cutout view above shows the work- 
ing parts of the Leonard Valve which 
is highly efficient in operation. It is un- 
affected by pressure and delivers the 
desired supply of blended water under all 
conditions. 


Write for catalog of the Leonard 
line of water mixing valves 


LEONARD-ROOKE COMPANY 


PROVIDENCE RHODE ISLAND 











$500,000 must be provided by the taxpayers according 
to information made public by the New York State De- 
partment of Education. 

Klamath Falls, Ore.—Plans for a new $300,000 high 


| school are well under way, and bids will be called late in 
| May, according to Paul T. Jackson, principal of the 

Klamath County schools. Construction will start in June. 
| Portland, Ore.—The Y. M. C. A. will erect a building 


| to house the school of radio and automotive engineering, 
| according to H. W. Stone, executive secretary. It will be 


| one-story with mezzanine floor and full basement with 





ground dimensions 100x40 ft. 











—————d 





| Top picture, from left to right: I. L. Roarke, manufacturers’ 
representative, Kansas City, Mo.; F. C. Burns, Kewanee Boiler 
Co., Kansas City, Mo.; W. B. Warren, Kansas City manager 
for D. D. Wessels & Sons Co., Detroit, Mich.—Lower picture: 
J. L. Boyle and William C. Heinrichs, both of the Mueller Co. 
| Decatur, Ill. 
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Hammond, La.—Bids are being asked by the Tangi- 
pahoa Parish school board, for the construction of a negro 
school. 

New Orleans, La.—The sub-contract for the heating and 
oil burning equipment for the Mater Dolorosa school, 
Carrolton avenue and Oak street, was let to W. J. Houli- 
han, 8005 Maple street. 

Toledo, Ohio.—The Central Catholic High school will 
build a new building at a cost of $1,000,000. 

Spring Glen, Utah.—Bids will soon be taken by the 
board of education of Carbon County, Utah, for the plumb- 
ing and heating in a six-room addition to the school. 


Cincinnati, Ohio—The Richard Murphy Plumbing Co. 
has secured the contract for the plumbing work on the 
new Kennedy Heights school to be built in this city at a 
cost of $203,000. Its bid was $18,233. 


Apartments and Flotels 


Portland, Ore.—The Standard Plumbing & Heating Co., | 
is at present installing plumbing in three duplex houses, 
and also in two private residences for Agness Fullerton at 
628-632 Knapp street. 

Portland, Ore.—Stark-Davis Co. is installing plumbing 
in an apartment at 1425 Sandy boulevard, and in another 
apartment at 1206 Ivon street. 

Mankato, Minn.—The Cuddy Plumbing & Heating Co. 
has been awarded the plumbing and heating contract for 
the three-story apartment building to be built in this city 
by Bernard W. Kahn, 56 Summit avenue West, St. Paul, 
Minn., to cost $80,000. Kenneth B. Worthen, 648 Endi- 


cott building, St. Paul, is the architect, 


Minneapolis, Minn.—Oscar M. Nelson, 3310 Fremont 
avenue, South, will build a three-story, 72x102 ft. apart- 
ment building at Fremont avenue, South and Thirty-fourth 
street, to cost $100,000. Perry E. Crosier, 916 New York 
Life building, is the architect. 

Williamsburg, Iowa—George Stake will build a three- 
story hotel in this city at a cost of $75,000. Raymond F. 
Moore, Merchants National Bank building, Cedar Rapids, 
lowa, is the architect. 

Minneapolis, Minn.—Charles F. DeZurik, 1202 Plymouth 
building, will build a three-story, 44x85 ft. apartment 
building at Girard avenue and Thirty-third street South, 
to cost $100,000, Arthur Dahlstrom, 1200 Second avenue 
South, is the architect. 

Ely, Minn.—John Rautio has been awarded the plumb- 
ing, heating and ventilating contract on the new three- 
Story hotel to be built in this city at a cost of $125,000. 
Arthur Hanford, 212 Sellwood building, Duluth, Minn., is 
the owner and architect. 


Milwaukee, Wis.—The Pflugradt Heating Co. has been 
awarded the heating contract on the store and apartment 
building under construction on Burleigh street. 

Milwaukee, Wis.—W. H. Egan has received the plumb- 
ing contract for the apartment building under construction 
on Bartlett avenue near Linwood. 


Milwaukee, Wis.—The Wenzel & Henoch Co. has been 
awarded the plumbing contract, and the Zuehlke-Stoehr 
Heating Co. the heating contract on the $150,000 apart- 
ment building under construction at 138 Seventeenth street. 
The Zuehlke-Stoehr Heating Co. has also been awarded the 
heating contract on the $260,000 apartment and hotel 
building under construction at 1220 Wisconsin avenue. 
This company has also received the plumbing and heating 
contract on the $100,000 apartment building under con- 
struction at 86 Ogden avenue. 
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Heaters 






For Automatic Water 


j 






Throttling 
Type 
| Thermostat ” 





For Small Storage 
Tanks 


When Simplicity, Accuracy 
and Durability are required 


ROBERTSHA\ 


List of Heater Manufacturers Using 
Robertshaw Thermostats 


First Made 
in “1899” 


They have 
stood the 


test of time 


Thermostats 
are selected! 











B-Line Boiler Company 
Bryant Heater & Mfg. Co. 
F, C. Barton Company 
W. H. Cain Gas Radiator 


0. 
Coast Heater Mfg. Com- 


pany 
Columbus Heating & Venti- 
lating Co. 
Day & Night Water Heater 
o. 
Economy Heater Company 
Eureka Water Heater Com- 
pany 
Federal Water Heater Co. 
Handley-Brown Heater 
Company 
Hoffman Heater Company 
Holyoke Heater Company 
Hoyt Heater Company 
Koil-les Heater Company 


Kompak Company 
W. E. Lamneck Company 
Lone Star Water Heater 


0. 
Lovekin Water Heater Co. 
Newell Manufacturing Co. 
New Detroit Heater Co. 
Ohio Heater Company 
Peerless Heater Company 
Payne Furnace & Supply 


‘oO. 
Pennsylvania Globe Co. 
George F. Reichman & Co. 
Reznor Manufacturing Co. 
George D. Roper Corp. 
Troop Water Heater Co. 
Universal Water Heater Co. 
Utica Products Company 
Welsbach Company 
Williamson Heater Com- 
pany 








28 YEARS OF SUCCESSFUL SERVICE 


That’s why manufacturers of water heaters, gas boilers and 
fu nace:, garage heaters, clothes dryers and kitchen ranges, 
prefer to market their product equipped with Robertshaw 


Thermostats. 


The plumber has been using them for years 


WRITE FOR COMPLETE INFORMATION 


ROBERTSHAW 
THERMOSTAT 


COMPANY 


Youngwood, Pa. 



















For Gas-Fired 
Heatin 
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Thermostats 


for all 
Gas Burning 
Appliances 
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Flanges 


Bullard Roof Flanges are built to meet any re- 
quirement, and that they do is proven by their 
tremendous demand. 


BULLARD SPECIALTY CO., Tiffin, Ohio 











Oil Burner Controls 


i 





Send for our new Bulletin 110 


It shows a complete line of oil burner con- 
trols and safety devices including the new 


‘‘Series 77’’ Oil Burner Safety Control System 


ABSOLUTE CON-TAC-TOR CORPORATION 


ELKHART rr] st INDIANA 








RADIATOR HANGER 


WE can ship from stock E-Z 
Hangers suitable for ALL 
makes of the new Tube Type 


Radiators. oe os ne 


HEALY -RUFF CO. 
770 Hampden Ave. St. Paul 














Protection 
and 
Convenience 


PROTECTION because cracked sections and burned 
boilers are next to impossible with a McDonnell & 
Miller Duplex Water Feeder. 
CONVENIENCE because you can forget the water- 
line—manual control is eliminated. 
That’s why McDonnell& Miller Duplex Water Feeders 
are so popular with heating contractors. 

Ask for Bulletin D 5. 


v MSDONNELL & MILLER 
WRIGLEY BUILDING, CHICAGO 


Eastern Warchouse Stock, Bush Terminal, N. Y. 











Seattle, Wash.—Eckart Bros. have just been awarded 
the plumbing and heating on the $110,000 apartment 
building designed by Doyle and Merriam for A. P. Bassett 
of Everett, Wash. 

San Antonio, Tex.—P!ans are being drawn by Morris & 
Noonan, architects, Builders’ Exchange building, for the 
construction of a three-story hotel building at Bay City, 
Tex., for Paris Smith. The structure will be of brick and 
concrete and will have 50 guest rooms. 

San Antonio, Tex.—N. S. Dickinson and Joseph J. Nix 
are having plans made for the construction of a two-story, 
20-apartment building of brick, tile and reinforced con- 
crete. Adams & Adams, Builders’ Exchange building, are 
the architects. 

Cincinnati, Ohio—A three-story bank and apartment 
building containing 28 apartments will be built in Corry- 
ville, Ohio, by the Cosmopolitan Bank and Trust Co. 

Cincinnati, Ohio— William Hennigan, Riddle road, will 
build an apartment containing twelve four-room suites, 
on a site which has not been disclosed. William Fasse is 
the architect. 

Cincinnati, Ohio—A four-story store and apartment 
building will be constructed for the Flodoris Realty Co., 
costing about $225,000. Leichenko & Esser, of Chicago, 
are the architects. 


Cincinnati, Ohio-—A brick apartment building to con- 
tain twenty-five suites will be built at Stanton and Oak 
streets. A. J. Schuholz, 2920 Erie avenue, is the builder. 


Churches 


Brownsville, Tex.—The plumbing contract has been 
awarded to W. H. Putegant on the First Presbyterian 
Church. 

Spartanburg, S. C.—The plumbing and heating contracts 
on the $110,000 First Baptist Church Sunday school havé 
been awarded to the Waldrup Heating and Plumbing ~ 
Company of Rock Hill, S. C. 


Milwaukee, Wis.—Edward W. Ackermann has been | 
awarded the heating contract for the church under con- 
struction at 1901 Harrison street for the Gethsemane 
Evangelical Lutheran Church. 

Cleburne, Tex.—Plans are being made for the con- 
struction of a new edifice by the Field Street Baptist 
Church. The building will be of face brick and reinforced | 
concrete. Rev. M. L. McDowell has the plans. 


Panhandle, Tex.—The Methodist Church plans the con- 
struction of a new edifice. S. S. Pullman is chairman of 
the building committee. 

San Antonio, Tex.—Plans are being made by Adams & 
Adams, architects, Builders’ Exchange building, for the 
remodeling of the Laurel Heights Methodist Church. In 
addition to the remodeling, a three-story addition will 
be erected featuring a gymnasium, swimming pool and 
auditorium. The cost of construction will. be about 
$200,000. 

Beeville, Tex.—J. C. Burrows has been awarded the = 
plumbing contract on the St. Joseph’s Roman Catholic 
Church in this city. 

Hattiesburg, Miss.—Revised plans and specifications for 
the construction of a brick, hollow tile and cast stone trim 
church in this city are being completed by R. C. Springer, 
architect, Meridian, Miss. The church is for the Sacred 
Heart Roman Catholic congregation. Separate proposals 
will be received for the church proper and the rectory 
building. The heating will be let under separate contract. 
Bids are being received, but the closing date has not yet 
been announced. 
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There’s no longer any question about it. A price 
mark helps you sell goods—it gives customers 
confidence. 


The Bull’s © Eye Water Heater has a marked 
price—ONE PRICE—and that price is advertised 
to the public. Bull’s © Eye Water Heaters are 
sold only in plumbing stores where the public 
has learned to buy dependable plumbing services 
and pay a fair price for them! 


This sales policy protects your customers and it 
protects you. It puts tank water heater sales in 
YOUR hands where the public knows it can get 
proper installations. 


Get the Bull’s © Eye proposition today. Write— 
NOW — or order a dozen through your jobber. 


THE DUNHAM COMPANY 


Established 1846 


BEREA, OHIO 
(Suburb of Cleveland) 


Every Bull's © Eye 
now has a Quality 
Tag wired to it when 
shipped, which 
registers every heater 
at the factory. And 
it’s a fact—it HELPS 


you sell. 
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This easy close- 
coupled instalia- 
tion shows the 
Bull’s @) Eye con- 
nected to standard 
30-gallon storage 
tank. The Bull's 
©) Eye comes as- 
sembled—it's easy 
to install. 


May 14, 1927 
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New Philadelphia, Ohio—St. John’s Evangelical Con- 
gregation has had plans completed for the erection of a 
new edifice calling for an expenditure of $125,000. 

Oberlin, Ohio—Plans are complete for the $90,000 
church building to be erected by the First M. E. Church 
in this city. 

Portsmouth, Ohio—DeVoss & Donaldson, Hollywood 
Theatre building, are the architects for a church building 
to be erected for the Trinity M. E. Congregation in this 
city. 

Lorain, Ohio—A church, Sunday school and gymnasium 
are to be erected at a cost of $250,000 by the Church of 
Christ. Another project costing $100,000 is also planned. 


[nstituttons 


Wauwatosa, Wis.—The J. E. Robertson Co. was low 
bidder on heating with a bid of $11,087, and on plumbing 
with a bid of $12,364 for the infirmary to be erected at 
Wales, Wis., by the Wisconsin State Board of Control, in 
connection with the tuberculosis sanatorium. 

Wausau, Wis.—Max Tisch has been awarded the plumb- 
ing and heating contracts for the nurses’ and employes’ 
building to be erected at thle Mount View Sanatorium near 
this city. 

Milwaukee, Wis.—Joseph Wittig has been awarded the 
plumbing contract for the $200,000 school and infirmary 
to be built by St. Coletta’s School for Feeble Minded Youth 
at Jefferson, Wis. 

Gallipolis, O.—Dr. Charles Holzer will build a hospital 
in this city at a cost of $300,000. 

Rock Hill, S. C.—The Waldrop Plumbing and Heating 
Co. has the heating contract in the erection of the Girls’ 
Dormitory at the South Carolina School. for the Deaf and 
Blind, at Cedar Springs, S. C. : 

Newington, Conn.—The State of Connecticut has made 
an appropriation of $300,000 for improvements and addi- 
tions to the Home for Crippled Children in this city. Sev- 
eral new buildings are included in the project. 

Woonsocket, R. 285 Main street, 
expects to have the plans for the proposed $150,000 addi- 
tion to the State Hospital at Burrillville, R. I., ready for 
bids soon. Plans for alterations at the State Hospital in 
Cranston, R. I., are also being made. 





Montgomery, Ala.—The Williams Plumbing Co., 112 
Jefferson street, has the plumbing contract, and the Price 
Heating Co., 1248 South Court street, Montgomery, Ala., 
has the heating contract in the erection of the nurses’ 
home at the Montgomery Memorial Hospital. 


Oklahoma City, Okla.—The $17,000 heating and plumb- 
ing contract in the erection of the addition to St. An- 
thony’s Hospital in this city, has been awarded to the 
Cook-McDonnell Company, 416 North Walker street, also 
in this city. 

Utica, N. ¥.—The Hameline Company has been awarded 
the contract for the plumbing work in the General Hos- 
pital in this city. 

Shreveport, La.—Plans are in preparation for a dormi- 
tory for the Shreveport Home for Girls. 





New Orleans, La.—The Third District Theaters, Inc., 
operators of downtown moving picture shows, will build a 
reinforced concrete and brick picture theater building at 
St. Claude avenue and Bartholomew street. Bids will be 
called in about thirty days, according to George Zibilich, 
2737 Paris avenue, New Orleans, president of the theater 
company. The building will have a modern combination 
heating and cooling plant. 
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The Kewanee Small 
Deep Well Water System 


Just what you have waited for. A 
small deep well outfit with capaci- 
ties from 170 G. P. H. to 300 
G. P. H. Differential plunger 
type—pumps air with water with- 
out separate air pump. Pumping 
unit enclosed—running in bath of 
oil. Motor driven and automati- 
cally controlled. Tension on pump- 
Ate ing unit belt taken up by weighted 
o a\F belt idler. Write for catalog 
j Up <4, describing this and 200 other 

he Kewanee Systems. 


KEWANEE a inieenbiaes COMPANY 


417 S. Franklin St. 


© KEWANEE & 


Manufacturers of water, light and sewage disposal systems 









Kewanee, Ill. 











inges of the 
Better Kind 







Hinge No. 100 — Close-Ruf 


GRAND HAVEN BRASS FOUNDRY 
Grand Haven, Michigan 







Hinges for all types of toilet seats | 
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HIS valuable, interest-compelling book will be 
sent absolutely without charge or obligation on 
your part. 

It gives, in plain language, the important factors 
to look for in a boiler. Explains how to reduce fuel 
bills 40%. Tells how to do away with practically 
all maintenance expense. Explains how to eliminate 
danger of a boiler cracking or exploding. Tells how 
to do away with brick-work and lessen the time and 
cost of installation, etc. 

It is a veritable encyclopedia on the subject of 
heating buildings of all sizes. No matter whether 
you are an Engineer, an Architect, a Heating Con- 
tractor or a Building Owner, you’ll find this as 
instructive as a text book. 


This edition is limited, so write at once if you 
wish a free copy. Or simply mail the coupon. 


Fitzgibbons Boiler Co.,Jnc. 


570 Seventh Ave, New York, NY. 


Representatives in principal cities 


Mail this for 
FREE Book! 
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Bath a Day Movement 


One more name is to be added to the list of men who are grasp- 
ing the possibilities of “The Story of the Bath” as a bit of fine 
publicity for the industry. Rotarian 
Ben Collier, of Inland Supply Co., 
163 is going to distribute them at a lunch- 
econ of his local Rotary Club. That 
will be one more group of men who will see the plumbing t- 


Danville, Ill., has had a supply of 
these booklets imprinted: “Compli- 
dustry in the proper light—as a force contributing to better health. 


ments of Rotarian Ben Collier,” and 





io of the tremendous publicity the industry 
would receive if the member representing the plumb- 
ing industry in every local Rotary, Kiwanis, Lions, 
and Booster Club throughout the country presented his 
fellow members with a copy of ‘‘The Story of the Bath.” 

It would mean that a great group of men, influential in 
their communities, and, besides, buyers of plumbing and 
heating, would have had the service of the industry called 
to their attention. It would mean that all over the coun- 
try men would be looking at the bathroom, the kitchen,— 
all the plumbing equipment in the home—with a critical 
eye and realizing, perhaps for the first time, that the men 
who put that material into their homes had built in some- 
thing more than pipes and fixtures—had built health and 
comfort and convenience into those homes. 

The total membership of these clubs is mighty big—and 
it represents quality buyers. Also, it represents the ele- 
ment in every community which does a lot to set the 
fashions. What these men do, what they talk about, is 
followed with interest by the rest of the community, and 
affects the buying habits of others. 

If you haven’t read ‘“‘The Story of the Bath,” you don’t 
begin to know why these men who have secured copies 
to be distributed did so. You don’t begin to know how 
cleverly the message of the plumbing industry has been 
imbedded in thirty-two pages of informative, humorous 
reading. 

Ask for a free copy. You’ll get a kick out of reading it 
—and you’ll want to put it into the hands of every person 
in your community. It’s that kind of a book. Write to 
“Domestic Engineering,’ 1900 Prairie avenue, Chicago, 
Ill., for a copy. 


Epigrams—For Your Use 


A fast train is a train without a dining car. 
~ * * 





To mend your ways take a stitch in time. 


ca * * 
How good it is that most troubles never happen. 
* + * 


To get your own, first know what you want. 
\ . . * 


Men who borrow take things easier than men who lend. 
7 * m 


Wise men speak the truth, or say nothing. 





WARREN ASSOCIATION ELECTS OFFICERS 


The Master Plumbers’ Association of Warren, Ohio, re- 

| cently elected new officers for the forthcoming year. V. 
E. Baldwin was elected president, and he is to be assisted 
by Vice President Homer Connolly. The new secretary is 
George W. Angstadt, while Harry C. Williams will be treas- 


urer. 
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THAT CLEAR? 

Old Mose carefully knocked the ashes from his corncob pipe 
and put it on the mantelpiece. 

“Mandy,” he remarked, “I thinks I’se gwine put on mah 
clothes an’ go down to de theatyer tunight to see de 
chorus ladies dance.” 

His wife turned a stony eye on him. 

“Niggah, you ain’t gwine put on nothin’ 
time to see nobody do nothin’ never, 
Does yuh understan’?” 


bes’ 


to go no place no 
nohow an’ not at all. 


Haysco Spigot. 





THIS COMES FROM AN OLD-TIMER 
It was 10 o’clock in the morning. 
“No,” scowled the plumber, “haven’t a minute's 
talk to you—call again.” 
Said the visitor: “How’s competition?” 
At 12 o’clock the plumber was still talking. 


time to 





SONG 
There goes Dr. Cut M. Up, 
He rambles right along, 
He gets 3 bucks for every trip 
Whether he’s right or wrong. 
“Alas for me,” the plumber said, 
“How I must strive to earn my bread. 
My work it’s got to be O.K. 
Or else, by gosh, I get no pay.” 
J. T., Logansport, Ind. 

A DRAMATIC SCENE, AS SEEN 

It was early in the morning. He flung wide the massive 
portal, sweeping the interior with a piercing glance. Ten 
men sprang to their places and came to a swift attention 
before his severe scrutiny. There was a tense silence—no 
word was uttered. He calmly passed down the row of uni- 
formed men standing at attention. 

Then, with a sudden energy, he flung off his hat, threw off 
his coat, cast off his collar. He swung around. He faced 
the waiting line. His face was dark and his glance was keen 
and stern. He picked his man. He advanced with a firm 
but cautious tread. He stopped two feet away. In a low 
voice, full of meaning, he said, “I want a shave and a hair- 
cut,” 


BY “SY” 


Many are dumb and many are beautiful, but none 


dumb they don’t know they are beautiful. 


are so 


He started to complain about being too tall and his wifey 
cut him short, 
“Sy” Martin, Owensboro, Ky. 





And while he was on the subject, “Sy” remarked: 
man has one advantage over his thin brethren. He 
exactly where his cigar ashes are going to fall. 





A fat 
knows 


A HORSE APIECE 

A woman in the suburbs was chatting over the back fence 
With her next-door neighbor. 

“We're going to be living in a better neighborhood soon,” 
she said. 

“So are we,’ volunteered Mrs. Next 

“What? Are you moving, too?” 

“No. We're staying here.” 


-door, confidently. 


THERE'S A HORSE IN THIS ONE, TOO 
“Your steak,” remarked the young man to the butcher, “is 
like the weather today—rather tough.” 
“Yes,” replied the quick-witted butcher, 
is also like the weather—unsettled.” 


“and your account 





Advice to wives: If the team has a winning streak, now's 
the time to ask for things. 
é FF. 
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This is the Fire Pot that 
Produces Results 


WHY? 


It Ar melt a 4-inch pot of metal. 
34-pound copper will heat and melt 
oa in TWO MINUTES. 
The pot will generate and 
doors in A! 
= will heat irons as fast as they are 
ooled. No time wast 


B i 

E operate out- 
C 

A Leia than a gallon of gasoline is used in 
S tw 


KIND OF WEATHER. 


a day. 

It is smokeless and odorless while in 
operation. 

It — be turned down low when not in 


This pot fills the bill when extra fine 
work is to be done and every shop 
E should have one. 
Order yours now. Only $10.00 f. o. b 
factory. Two percent discount when cash 
accompanies the order. 


DOUBLE BLAST MFG. CO., Inc. 
Commonwealth Ave. North Chicago, Ill. 


No. 35 CombinationDouble Blast 
Gasoline Fire Pot for Plumbers 
and Tinners 

















50 years 


MANUFACTURING 
PUMPS 
v 
The Buckeye Electric House 
Pump is the product of all these 
years of experience. 
DOUBLE GEAR DRIVE 
PERFECT ALIGNMENT 
RUNS IN OIL—NOISELESS 
AUTOMATIC OPERATION 
EFFICIENT 
Write for bulletin and prices today 
MAST FOOS & COMPANY 
Box 401, Springfield, Ohio 















































FuREKA 


Eureka Concrete Laun- 
dry Trays are absolutely 
watertight. They will 
never'crack or crumble 
and they insure long 
satisfaction under hard 
usage. 




















Made by our 
special process 
of finest concrete. 


HANNEMAN BROTHERS 
Detroit; Michigan 


7841 South Street: 








Domestic — Industrial 
and Swimming Pool 


Water Filters 


A standard size for every use. 
Built complete in Our Own Plant. 








Get Our Quotation on Your Jobs 


GRAVER Capontion 


110 Todd Ave. East. Chicago, Ind. 
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A Clean 
Cut 


all the 


time 


For the job that requires a 
clean, neat cut, use a Lenox 


Blade. 


Once you use a Lenox Blade, you'll never 
want any other, for Lenox will do the job 
in the manner you’ve always wanted. 


Order Lenox Blades from your jobber, 
now. They’ll save you much valuable 











time. 

AMERICAN SAW & MFG. CO. 
Springfield - Massachusetts 
Tho i ON THE he FRONT 

ATLANTIC CITY, N. J. 


On the Oceanfront 





Hreterred--- 


N SPRING and all seasons by 

those who know and want the best— 

upon either the American or European 
plan —and sensible rates withal. 


HEALTH BATHS 
GARAGE 


GOLF 
AFTERNOON TEAS 


JULIAN A. HILLMAN, 
VICE-PRESIDENT 


DANCING 


JOEL HILLMAN, 
PRESIDENT 
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PATENTS 


Heating Department 


1,622,797. Oil Burner. Fred McCloskey, Vallejo, Calif. 
A vaporizing apparatus of the character described, com- 
prising a vessel partly filled with oil and having an oil inlet 
passage and a vapor outlet passage, a second fluid-tight 
vessel surrounding the same, partly filled with water, in 
which the first named vessel is wholly immersed, means 
for heating the water, pressure-operated means for cutting 
off the heat when the water has attained a predetermined 
temperature, said means being wholly exposed to the in- 
terior of the second chamber, and means for discharging 
air under pressure against the surface of the oil allowing 


the air to absorb vapors from the oil and to rise with the 
same through the vapor outlet passage. 









“ 1,622,797, 1, 623,833. 


Pipe-Cutting Device. Walter A. Geis, Mid- 
vale, Ohio. The combination of a shaft pointed at one end 
and having a handle at the opposite end, standards 
mounted on the shaft and secured thereto, a cutting edge 
formed in one of the standards and a wire anchored in the 
shaft and adapted to rest in the standards and means for 


taking up the slack of the wire between the standards. 
* cm * 


1,623,833. 


Device for Measuring Lengths of Pipes. 
A device for the pur- 


1,622,908. 
George W. Hall, Hartford, Conn. 
pose described comprising a plurality of members which 
are adjustable relative to each other, means for adjustably 






1,622,963. 


Yr ’ ‘ 
1,632,908. 


securing the same together, 
each having sharpened points for engaging the floor joists 
of a building for retaining the adjustable members in 
place, depending rods on the said members, a transversely 


disposed rod on the depending rods, slidable blocks on the 


the ends of the members 


inn 
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said transversely disposed rod, set screws for securing the 
blocks to said transversely disposed rod, the set screws 
being formed for attaching the ring ends of a tape line 


thereto, whereby when a plurality of said structures are 
attached, as described, the center lines of piping installa- 
tion may be located and their lengths determined. 

7 ” * 

1,622,963. Oil Burner. James Corbett Millar, De Pere, 
Wis. A burner of the character described, comprising a 
body having a central burner cup, superposed oil trays 
each having radial arms arranged in said cup, means sup- 
plying oil to the trays, an overflow pipe leading from the 
cup, said body being provided with air chambers eccen- 
trically of the burner cup, and opening into the latter, air 
circulating tubes opening into the body and into the cham- 
bers, and means overhanging the burner cup ejecting the 
air onto the trays from the interior of the body. 

* * * 


1,623,003. Steam Trap. Albert L. Grandstaff, Akron, 
Ohio. In a device of the character described, a casing 
having an outlet opening, a valve seat member extending 





‘4S 
1,623,003. 

inwardly within the casing from said outlet opening, a 
ring valve within the casing and having a peripheral sur- 
face adapted to co-operate with said valve seat member 
to close said outlet, and means responsive to the rise and 
fall of liquid within the casing for shifting said ring valve 
edgewise against and away from said valve seat. 

+ ~ - 

1,623,045. Pipe Vise. Herbert G. Butt, Winthrop, 
Mass. A pipe vise comprising a frame including a base 
and inner and outer spaced-apart standards projecting out- 
ward from the base, the outer standard constituting a 
fxed jaw; a movable jaw connected with the base and 
adapted to co-operate with the fixed jaw; the jaw-operat- 
ing mechanism including a hand lever fulcrumed on the 











1,623,045. 


imer standard, and pressure-imparting means operable 
ty a movement of the lever to press the movable jaw 
toward the fixed jaw; and coupling means connecting said 
slandards to prevent injurious flexure of the base when 
the movable jaw is under pressure, said coupling means 
iteluding a member carried by one of the standards and 
Wovided with an abutment, and a member carried by the 
ther standard and provided with a complemental abut- 
Ment which is pressed against the first-mentioned abut- 





lent by strain on the frame tending to flex the base. 
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CHICAGO 


a Lew blocks from ihe Loop 


DELAWARE PLACE AT RUSH ST. 
{900 Block North) 


Make your next visit a splendid success by stopping 
at this beautiful new hostelry in the very heart of 
the fashionable near north side—a stone’s throw 
from Lake Michigan and a 10 minute walk from the 
loop. Excellent transportation. 

EITEL SERVICE anticipates your every wish for comfort, and 
for derful food. Acc dati of the highest order to 
guests at moderate rates. 






















Ls 







Room and Bath, 1 person—$2.50 and up 
Each additional person, only $1 


Under the personal supervision of 
ROBERT J. EITEL and MAX EITEL 
ay 
'e 56 i 

die 


















DOMESTIC 


PIPE WRENCH 


FORGED STEEL 
THROUGHOUT 











PROFITS to you 
from SALES and USE 


Ask Your Nearest Jobber or Write 
THE LAWSON MFG. CO., Sta. B, Cleveland, O. 





















Sanitary Engineers 
Recommend a Septic Tank 


with a working depth over 30 
inches. 


Wolverine Septic tanks are made 
in four sizes with working depths 
ranging from 48 inches to 54 
inches. 


You can make the complete in- 
stallation—no outside contractor 
needed. Write now for particu- 
lars and prices. 


DAIL STEEL PRODUCTS CO. 
2000 Main St. Lansing, Mich. 
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PHILADELPHIA 


CHESTNUT and 39th ST. 


HOTEL PENNSYLVANIA 


Fireproof—Unrestricted 
arking—Garage 


ee 600 Rooms 

»; 500 Baths 
o; {Rooms with running water 

<i from $2.50 per day 
Rooms with private Bath 

and Shower 
from $3.50 per day 

Food and Service the best 


Near West Philadelphia Station 
Pennsylvania Railroa 








Wm. H. Sharp, Mer. 
































B’way at 41st Overlooking Near Near 
Times Square Grand Circus Park Union Station Hotel Biltmore 
CONTINENTAL | WOLVERINE | BANKHEAD | piato 
New York Detroit, irmingh Provid , 
City Mich. Ala. R.L 





Centrally Located Hotels 


in important cities 








Always A Room 


With Private Bath Under Construction 


Summer Resort 
HOTEL LAFAYETTE 


DEER PARK f or $3 per day Tampa Shores, Fla. 
HOTEL a | || a 
Deer Park, Maryland the Duncan Chain Aurora, Illinois 
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1,623,161. Safety Valve for Oil Burners and the Like. 
Charles B. Buerger, Pittsburgh, Pa., assignor to Gulf Oil 
Burner Co., Pittsburgh, Pa. In combination with an over- 
balanced support, of a receptacle carried thereby, a fuel 
feed valve, means for controlling said valve and normally 


& = 
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tending to close it, a weight normally tending to maintain 
said support and receptacle in balanced position, and 
means for normally holding said valve in open position. 


Plumbing Department 


1,623,399. Water-Softening Apparatus. Charles P. 
Eisenhauer, Dayton, Ohio, assignor to The Duro Co., Day- 
ton, Ohio. In a water softener a refill valve, a brine valve, 
means to deliver hydrostatic pressure to open the refill 
valve, means to deliver hydrostatic pressure to open the 
brine valve, locking means for said respective valves, a 











common float actuating means for said locking means ac- 
tuated by the level of brine in a brine tank, and a brine 
line adapted to convey brine in one direction and refill 
water in the other direction controlled by said valves. 

* * * 

1,623,659. Vent Cap for Soil Pipes. John Comerford, 
New York, N. Y., assignor of one-third to Michael J. Mart- 
ley, Bronxville, N. Y., and one-third to Harry Byrne, New 
York, N. Y. In a soil pipe the combination with a cylin- 
drical ring member having diametrically opposite screw 
threaded openings therein of detachable upright mem- 











bers having openings therein adapted to register with the 
openings of said ring, means comprising screw threaded 
studs adapted to be extended through the registering open- 
ings in said ring and in said upright members and to en- 
gage the sides of said soil pipe for clamping said ring 
thereon in an adjusted position and for securing said eX- 
tensions to said ring, a thumb screw handle element on 
the outer end of said stud, and a detachable hood member 
secured to said extension at the upper end portions thereof 


| disposed over and above the end of said soil pipe. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. 


insertion. 


Minimum $2.00 for each 


One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


Miscellaneous 





WANTED IN CHICAGO TERRITORY, 

jobbers salesman. Single man pre- 
ferred, not more than 30 years of age. 
State experience. Address Key 347, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


" Geantions Wanted © 


EXPERIENCED HOUSE 

manager open for position. Success- 
ful past a Best of references. Ad- 
dress Key 8 “Domestic Engineering,” 
1900 Prairie y Ri a 


SALESMAN—EXPERIENCED PLUMB- 

ing, heating, mill supplies, wants to 
make change. Now employed. _Inter- 
view arranged. Address Key 857, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


SALESMAN BORN IN CHICAGO, 

well acquainted with and now call- 
ing on plumbing and steam-fitting job- 
bers and trade, seeks additional manu- 
facturers representation in greater 
Chicago territory on commission basis. 
Best of references as to sales ability 
and integrity. Address Key 858, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


HEATING-VENTILATING SALES EN- 
gineer, nineteen years experience in 
New York City and vicinity, widely ac- 
quainted among architects, engineers 
and contractors, successful record, de- 
sires connection with manufacturers. 
Commission basis preferred; agency 
propositions considered. Address Key 
855, ‘Domestic Engineering,” 1900 
Prairie ae a 


POSITION WANTED AS FACTORY OR 

general executive. Experienced in 
dry enamel, foundry and general man- 
ufacturing. Have reduced loss from 
15% to 6% in less than 30 days. Can 
apply practical methods that reduce 
operating costs. Address Key 856, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


BRANCH 








GRADUATE ENGINEER 

Design and test of steam, hot water 
and warm air apparatus. Estimating 
and layout of heating systems. At 
present Chief of Engineering Dept. 
of Boiler Mfg. Co. State full partic- 
ulars. East preferred. Address Key 
850, ‘‘Domestic Engineering,’ 1900 
Prairie Ave., Chicago. 








STOP _ GUESSTIMA TING” 


Avoid Errors 


Plumbers’ Estimate Sheets 
will SAVE Time and Money. 
100 leaves in a book—4}4x10 
1 Book, $1.25 5 Books, $5. 
via Ins. Parcel Post same day we get order. 
LOUIS FINK & SONS CO., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 







School Bldg. Laurel Springs, N. J. 
In Business Thirty Years. Noted for Quick Service 
PLUMBERS’ BIN LABELS 





@ 12; 
RED. ELLS 


Send for samples and prices and free booklet: 
“How to Simplify the Work in the Plumbing Shop”’ 
and ‘‘How to Equip a Plumbing Shop on Wheels."' 
Haddon Bin Label Co., Haddon Heights, N. J. 


The Most Reliable 


PIPE COUPLING BUYERS 
in The Country 

















Write us about your surplus 
pipe couplings. 


CAPITOL MFG. & SUPPLY CO. 
550 Nicholas St., Columbus, O. 


Books for Your Trade Library 


BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Wesley A. 
Fink. Outlines a simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size, 4%x6% in. 128 





pages. Cloth. Price, $1.00. 
SANITARY SEWERAGE OF BUILD- 
INGS. By Thomas §. Ainge. Begin- 


ning with a study of outside sewers, 
this book goes fully into the best prac- 
tice in inside connections, proper loca- 
tion and size of soil waste, and vent 
pipes and the roughing-in test up to 
the filling in of the trenches. 40 pages 
are devoted to the important subject of 
ao Sewage disposal for country 
homes is also given full consideration. 
rr aia in. 200 pages. Cloth. Price, 





QUESTIONS AND ANSWERS ON THE 

PRACTICE AND THEORY OF 
STEAM AND HOT WATER HEATING. 
By R. M. Starbuck. Fifth edition. A 
ready reference, dealing practically and 
briefly with the different phases of 
Steam and Hot Water Heating, Vacuum 
and Vapor Heating, Accelerated Hot 
Water Heating and Pipe Fitting in con- 
nection with Refrigerating Plants. A 
valuable work for the heating man. 
Covers all the points on these subjects 
he should be familiar with. Size 5x7% 
a 150 pages. Price, postpaid, 
1.50 


A PRACTICAL MANUAL OF STEAM, 

Vapor and Hot Water Heating. By 
E. R. Pierce. The latest and most com- 
plete document ever compiled covering 
the construction, operation, installa- 
tion, etc., of these types of heating. A 
real necessity in the library of the 
heating man. Contains more than 50 
heating tables and 60 illustrations, all 
up to date and helpful in the solution 


of your heating problems. Size, 5%x 
8% in., 316 pages. Cloth. Price, $3.00 
postpaid. 


STANDARD PRACTICAL PLUMBING. 

By R. M. Starbuck. An exhaustive 
treatise on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original illus- 
trations, each drawn expressly for this 
work. A book every master plumber 
should have in his trade library. Size, 
a 406 pages, bound in cloth. Price 


PRACTICAL STEAM AND HOT WA 

TER HEATING AND VENTILATING. 
By Alfred G. King. This book should 
be in every steamfitter’s library. <A 
strictly up-to-date work, describing 
various systems of heating and ventila- 
tion. Besides the technical features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Size, 
6x9 in. 368 pages, 300 detailed illustra- 
tions. Cloth. Price, $4.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 
























wr d 4c an issue—you might say almost nothing, yet 


dollars worth of new ideas, news, pictures of your 
outings and conventions, and a market section 
that is saving plumbers money in all parts of the 
country. Ask yourself, can you afford not to be a 
© reader—then forward your subscription. 






















EARL JUDD CORP. 


JUDD TOILET SEATS 


ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 
Sold by leading jobbers everywhere 


WRIGLEY BUILDING 





CHICAGO 
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Taking the shop 


along on a job 


ee: AT YOUR DOOR.’ other, carry just about every 
That's the profitable slogan item they will need on a job. 


of a successful plumbing and Whether it’s to fix a leaky 


Look for the 
Red Band 


Sb 


heating company. A light truck 
fitted up as a small plumbing 
shop goes along on every job. 
The way this truck isequipped 
would make any steamfitter 
proud to own it. Rows of bins 
on each side neatly arranged, 
properly labeled and facing each 


faucet or to equip heating pipes 
with Improved Asbestocel, the 
right tools are on hand. 

The slogan, plus the truck, has 
knocked the ancient ‘‘plumbers 
going back for tools’’ joke on the 
head. This kind of service helps 


to get business and keep it. 


Jouns-MANVILLE CorporaTiOoN, Madison Ave. at 41st St., New York 
BRANCHESIN ALL LARGE CITIES FORCANADA: CANADIAN JOHNS-MANVILLE CO., LTD., TORONTO 


JOHNS -~-MANVILLE 


Improved 


€stoce 


SAVES COAL 








